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The Kitchen Sells the Home...and 


NuTone In-Builts 
ell the Kitchen! 


KEEP YOUR SALES AT A HIGH Two-note IN-BUILT Door Chime and Clock Í í 
LE ‘th the | T Kitchen all in one. Recessed — no clock outlet M 
LEVEL w e Nutone Witcner needed. $19.95 list. Also three In- built“ [ox 
In-Builts. Thou ds of leading and 16 surface mounted chime models L 
Dui li Ire these h lone 

Až ger 8 — : Nu Tone The fabulous NuTone IN-BUILT Food Center, 

features are the greatest sale: A Mixer, Blender and Sharpener, quickly 


maker for tl w home market! installed underneath any kitchen counter 
ONE motor does everything. $69.95 list 


\A >EE diui 
Write for FREE Catalogs IN-BUILT Range Hoods in genuine 
NUTONE, It Dept. AB-9 stainless steel, copper anodized and white 
j ae a . . $22.50 to $59.50 list. Also combination 
Cincinnati 27, Ohic pre-wired Hood Fan, Both $43.95 list. 
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NuTone In-Builts · Mixer+ Blender - Door Chimes 
Range Hoods + Exhaust Fans * Ceiling Heaters 
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F variety 


In nails or nuts, bolts or brads, the 
building croftsman needs variety because each 
size and shape is designed for a specific use. 


When you specify locksets, you need variety, too, and 
you'll find it with the Kwikset 400“ line. 
Variety in functions, finishes and designs. 
Variety in distinctively styled trim rosettes ...and 


variety in time-saving installation aids. 


Yet, with all this variety, the proven performance of 
Kwikset 400“ line locksets never varies. 


Standard Design Bel Air Design 


"America's largest selling residential locksets" 


KWIKSET SALES AND SERVICE COMPANY * ANAHEIM, CALIFORNIA 
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Sterling for better sliding pocket doors 


HARDWARE a 


Sterl ing 7. Frame Simple in design —low in cost 


Steel header and steel split 
jambs are easily and quickly 


goes up fast, set into rough opening. 
prevents warping | A 
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Aluminum Track and 
Adjustable Hangers with 


Twin Nylon Wheels. Door is easy 
to hang with hangers attached. 


Iu 
Engineered exclusively | Send for our new 24-page catalog 
by the leader in sliding door hardware and detailed information or 
no other pocket unit like it! ‘see our catalog in Sweet's Files. 


"PU S terling Corporation 


FORMERLY STERLING HARDWARE MFG. CO. e CHICAGO 18, ILLINOIS 


Sohn Sterling Corporation, Chicogo 
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The Opportunity Page 


(Keynote page of the AMERICAN BUILDER, which is opportunity cover to cover, advertising and editorial) 


A check list helps 


A good solution to a thorny problem has 
been made by Zimmermann Construc- 
tion Co., Milwaukee. Faced with com- 
plaints by buyers when they came up 
against unexpected or “hidden” costs 
(i.e. extra decoration) the builders use 
a “color and construction chart.” This is 
filled out by purchaser, interior decor- 
ator and construction supervisor. The 
chart completely describes each room, 
roofing, bathroom tile, ete. 


Trade-ins can be sold 


Don't be afraid to adopt a trade-in plan. 
Theres a tremendous market for used 
homes. A survey conducted by National 
Assn. of Real Estate Boards showed older 
houses are selling as well or better than 
à year ago in most areas. Interest in buying 
already-constructed houses is “keen,” said 
NAREB. 


How to make friends 


If you want to counteract friction be- 
tween your buyers and yourself as to 
who should bear responsibility for ini- 
tial repairs, why not take a tip from the 
developers of Bayberry Communities in 
Syracuse, N. Y. They worked out a 
coupon-clipping scheme whereby buyers 
are assured of two inspections and 12 
man-hours of work during the first year 
of ownership. Two coupons are good for 
inspections by a development construc- 
tion supervisor. Twelve others, with a 
face value of $4 each, are for use when 
a repairman is necessary. If the owner 
has coupons remaining at the end of 
the year, he may cash them in at the 
development office. 


Make advertising pay 


Tease prospective home buyers with atten- 
tion-getting headlines in your newspaper 
ads. And, don't overlook the possibility of 
radio advertising. (Most families have sev- 


American Builder is published by the SIMMONS James G. Lyn 


BOARDMAN UBLISHING CORPORATION Em Executive Vi 
mett St Br Conn « ed ] and ex Dunn, d 
eeutiv t 40 h s New Y N.Y dent at 


eral radios.) These recommendations on 
how to get more value from your advertis- 
ing dollars come from Jack Little, writing 
in the New Jersey Shore Builders monthly 
bulletin. 


Counteract vandalism 


Miami builders, faced with a growing 
vandalism problem, have been given 
these pointers by Ben Schneider, Miami 
News real estate editor. They'll help any 
builder confronted with a similar situa- 
tion. Cooperate with other builders in 
hiring patrolmen. Erect signs warning 
against trespassing after hours. Urge 
surrounding residents to keep their 
children away from construction activ- 
ity, pointing out possible legal action 
against offenders. 


Good planning pays off 


Do your best selling before you break 
ground. Do it on your planning board. 
Advance planning makes easy selling. 
This good advice comes from Frank 
Cortright, former NAHB president and 
currently an executive with Youngs- 
town Kitchens Corp. 


Lasso those stragglers 


If some of your prospective customers 
are fence sitters unable to decide 
whether or not to buy one of your 
homes, why not let them find out what 
the neighbors and community are like. 
Enlist the aid of one of your satisfied 
families. Have them explain all about 
the house. Such first-hand information 
should insure a decision in your favor. 


The name's the thing 


Having trouble thinking up names for 
your houses? Here's one sure way. 
Builder Ralph E. Atchley of West Holly- 
wood, Fla., has named his three new 
models after his three daughters — 
Nona, Theresa and Susan. 


and Business Manager; Edward G. Gavin, Vice 
r dent and Editor: Bayne Sparks, Vice President ; 
Robert G. Lewis, Vice President. The editors are 
not n le for unsolicited manuscript 


Because block is versatile, economical, attractive 


Builders prefer block made with Atlas Duraplastic* Air- 
Entraining Portland Cement, because it helps them get a 
better job. The uniform dimensions, clean true edges 
generally improved appearance of such block naturally 
make better-looking masonry. In addition, Duraplastic- 
made block is more weather-resistant. For better results 
on your next job, use versatile and economical block— 
made with Duraplastic cement. 

Cement paints further increase resistance to water pene- 
tration, and make block masonry an asset for architectural 


use. Builders get attractive effects by using natural-block 


United States Steel Hour 


textures and by painting block with white or colored 

cement paints. 

UNIVERSAL ATLAS CEMENT COMPANY 
UNITED STATES STI RPORATION SUBSIDIARY 


100 Park 


*"DURAPLASTIC' 


P nd ( f 


AIR-ENTRAINING PORTLAND 


MAKES BETTER-QUALITY CONCRETE PRODUCTS 


OFFICES: Albany - Birmingham - Boston - Chicago · Dayton - Kansas City - Milwaukee · Minneapolis - New York « Philadelphia · Pittsburgh · St. Louis - Waco 


Televised on alternate Wednesdays — See your local newspaper for time and station. 


NOBODY COVERS AMERICAN BUILDING LIKE THE AMERICAN BUILDER" 


PLANNING ————»]«— BUYING — ——9P»]«—— BUILDING —— —5»]«—— SELLING 
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equipment 
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Georgia- 
Pacific's new 
plastic-surfaced 
plywood 


EXTERIOR SIDING 
Pane 1 


YELLOW 


DISPLAY ROOMS 
Home s! 


— 
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GPX YELLOW 


INTERIOR WALL PANELING 
Compartmented wall pa 


n and sliding 
be t t 
et 


t GPX YELLOW 


LJ 


inside - outside — -.. 
this new LOW COST ` 
siding gives you 
~a better paint 
surface — better 
profit! 


Georgia-Pacific Corporation's constant search for new, better solutior 
builders’ probl w brings GPX YELLOW! 

This answer ul mand for a q f di that car 
PROFITABLY, because witt abilit i special 
face GPX YELLOW t tl 


if ‘andain ea 
GPX YELLOW i 
thicknesses by G-P 
I ler plast 
l GPX YELLOW 


ments for a good utility grad terior teri astic-surfaced siding 


6 advantages offered by GPX YELLOW at less cost than most 
comparable building material. 


WEATHERPROOFED, WHEN PAINTED. GPX Y 
1 i a process in which 


low t» manu 


WORKABLE. GPX Ye may be saw 
chined rill t he 


— né phe chyde SMOOTHER. GPX Y 


check 

STRONG. GPX Y 
j pl e à t i gt t 

8 - REDUCES GRAIN RAISE— NO CHECKING — NO 

* nd has t CRACKING, Hard surface reduces grain r 
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GEORGIA — PACIFIC 
CORPORATION 
270 Park Avenue, New York 17, N. V. Box AB956 
Gentlem«e Please send me a sample of your new GPX YELLOW 
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...“and we can have the walls and vanity in any of 
over O patterns and colors!" 
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PLASTIC COUNTER AND WALL SURFACING 


When XII Prospect starts promoting a house to her 
husband, you can be sure th le" isn't far away. That's 
what usualh happe ns when she sees a kitchen or bath- 
room equipped with General Electric Textolite plastic 
surfacing on counters and walls. She knows that G-E 
Textolite surfacing means « naintenance ... it 
resists heat iin nd scratches . wipes clean in a 
jiffv, and never needs painting or refinishing! Best of all, 
knows that General Electric Textolite gives her a 

70 patterns and colors, including authen- 


tic lookin: wood grain and marble d "ns 


INSTALLING A GENERAL ELECTRIC COLOR- 
STYLED KITCHEN? There's a complete selection of 
G-E Textolite colors that match exactly or contrast 
smartlv with each of the colors in the G-E kitchen line. 
For more information, call your G-E Textolite Distrib- 
utor or send in the coupon below. 


General Electric Co., Section AB-9-6,P. O. Box 5911, Cleveland 1, Ohio 
Pleas d me the new 1956 full lor t klet with a complet 
n of G-E Textolite patt s 


Progress /s Our Most Important Product 
GENERAL QD) ELECTRIC i.— 


Firm 
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To The Editors: 
American Builder 
30 Church Street 
New York 7, N. Y. 


Sirs: The untimely death of Ed 
Gavin has shocked and saddened 
all of us at the National Associae 
tion of Home Builders. His passe 
ing is a tragic loss to the home 
building industry, which he 
championed for so many years, 
as well as to the thousands of 
his friends who will long remem- 
ber Ed's rugged integrity of char- 
acter, his lively companionship, 
and his warm Irish wit. We extend 
our sincerest condolences to his 
family and we share with his 
colleagues at American Builder in 
mourning the loss of a good 
friend. 

—-Joseph B. Haverstick, president, 
National Association of Home 
Builders 

Washington, D.C. 


Sirs: .. . We will miss his counsel 
and help much the same as that 
of a father, which he truly ex- 
emplified. . . . His life and works 
have left an indelible imprint on 
the record of the home building 
industry 
—Charles F. Kervin, Home 
Builders Association of Illinois 
Springfield, III. 


Sirs: . . . The industry has lost 
a champion and we have lost a 
friend... . 
—William J. Hill, Rochester 
Home Builders Association Inc. 
Rochester, N. Y. 


Sirs: .. . he was... one of the 
strongest advocates of free enter- 
prise in the residential construc- 
tion industry in the United States. 
—James W. Pearson, executive 
vice president, Home Builders 
Association of Metropolitan 

Washington, Inc. 
Washington, D. C. 


Impact 


EDWARD G. GAVIN, 1897-1956 


Sirs: . Ed was more than a 

stalwart leader in our industry 

and a citizen of the first rank in 

our country. We regarded it a 

privilege to be counted as his 

friend because he was himself a 

friend. 

—Paul S. Collier, Northeastern 
Retail Lumbermen's 
Association 

Rochester, N. Y. 


Sirs: .. . We have been benefitted 
by his clear thinking concerning 
industry affairs 
—Carl W. Nagle, secretary. 
Northern Sash & Door Jobbers 
Association 
Chicago, lll. 


Sirs: Ed was more than 
editor of a magazine and the 
founder of National Home Week 
—Lhe was the voice of an entire 
industry, beloved by all. 
—Conrad P. Harness, Houston 
Home Builders Association 
Houston, Tex. 


Sirs: He was an old and 
valued friend of . . . the entire 
construction industry 
—Dougias Whitlock, chairman of 
the board, Structural Clay 
Products Institute 
Washington, D.C. 


Sirs: . all of us who had the 
privilege of the inspiration he so 
genuinely infused . . . are forever 
grateful... and anxious that you 
carry forward his good work. 
— Kenneth W. Spaiding, Hodgson 
Houses, Inc. 
Dover, Mass. 


Sirs: Honeywell has long been 
aware of his contribution lo. . . 
building and publishing 
—H. D. Bissell, director of mer- 
chandising, Minneapolis-Honey- 
well Regulator Co. 
Minneapolis, Minn. 


Sirs: . . . No one deserved more 
than he the NAHB Distinguished 
Service plaque which was pre- 
sented to him during our past 
Chicago convention . . . he, plus 
your staff, did and will continue 
doing a great job for our associa- 
tion and the building industry. 
—Mrs. Jayne D. Shores, executive 
secretary, Home Builders Asso- 
ciation of Baton Rouge 
Baton Rouge, La. 


Sirs: He was a wonderful 
friend to our home building in- 
dustry and a friend that will be 
sorely missed. 

George S. Goodyear 


Sirs: National Home Week 
this year and in all the years to 
come will be a tribute to . . . its 
founder... 
—Madelaine Wilson, Oklahoma 
City Home Builders 
Oklahoma City, Oxla. 


Sirs: he was always ready 
and willing to come to bat for 
anything that would better the 

housing situation 
Harry H. Steidle, Prefabricated 
Home Manufacturers’ Institute 
Washington, D. C. 


These few tributes to Ed Gavin are 
typical of hundreds received by 
American Builder since his untimely 
death. See pages 23-24. 
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COWQUER 


HOT WAR - COLD WAR 


Tus well known military tactic finds sci- 
entific and practical application in the HOT 
WAR of summer with invasion of heat, and the 
COLD WAR of winter with heat loss from 
buildings. 


For a marked increase in insulating value 
because of a marked reduction in heat flow by 
convection upward and laterally, divide the 
depth of joist spaces into multiple shallower 
spaces. This important scientific contribution, 
the result of research by H. E. Robinson and 
F. J. Powlitch, under the direction of R. S. Dill, 
all of the National Bureau of Standards, was 
published by the Housing & Home Finance 
Agency under the title, “The Thermal Insulat- 
ing Value of Air Spaces, Research Paper 32." 


They report that as the temperature dif- 
ference between bounding surfaces in an air 
space decreases, convection also decreases. The 
more the space is subdivided, the greater is the 
division of the original spread of temperature. 
Therefore each space carries a smaller burden 
of temperature difference, and has greater in- 
sulating value. This is true down to about 1". 


LAW OF APPRECIATING RETURNS 


For this reason, for heat flowing in the up 
‘and lateral directions, successive reflective 
spaces, one behind the other, follow a law of 
appreciating returns. Each reflective space thus 
formed follows a pattern of increasing insulat- 
ing value as the number of subdivisions of the 
joist space increases. 


Each 1” reflective space where the joist 
space has been subdivided in six parts, has 
greater insulating value than each similar 1” 
space where it has been subdivided in 5 parts; 
which in turn has greater value than each such 
1” space where there are 4 subdivisions, etc. 


PREFLECTIVE DREFLECTIVE a REFLECTIVE S REFLECTIVE & REFLECTIVE 
SPACES SPACES SPACES SPACES SPACES 


FA FLOORING 


V. ons LATA. and nas 


The total insulating value in an 8" space of 
6 such reflective spaces is more than twice that 
of 3 such spaces, over 50% better than 4. 


GREATEST HEAT FLOW BY RADIATION 


The greatest flow of heat across building 
spaces is by Radiation. When aluminum subdi- 
vides joist spaces into successive reflective spa- 
ces, heat flow by radiation as well as convection 
is also drastically reduced, because aluminum 
surfaces have 97% reflectivity, and 3% absorp- 
tivity and emissivity for heat rays. Conduction 
is slight through the low density air spaces. 


The Thermal Factors below were calcu- 
lated by Infra engineers, with the use of Re- 
search Paper 32. The ceiling joist was taken as 
758"; floor joist 956 wall stud 35$" for 3 and 
4 spaces, 5%” for 5 and 6 spaces. The roof was 
taken as asphalt shingles or roll roofing on 
2565" solid wood sheathing. Air temperatures 
were assumed as follows: 


Heat Inside Outside Mean Temp. 
Flow Temp. —'F Temp.—'F Temp.—"*F Diff.—°F 
side 0 35 Ded 
up 10 (attic) 45 


down 120 (attic) 105 
down 30 48 


THERMAL FACTORS FOR PARALLEL REFLECTIVE AIR SPACES For « FREE COPY of "The 


(In Btu per sq. ft., per hour, per degree F) Thermal Insulating Value of 
Where Dividing Media are ALUMINUM with .03 emissivity, and PAPER, spaced 1" apart. Air Spaces" and samples of 


Calculated on the basis of work done by the National Bureau of Standards e multiple aluminum insu- 
For Housing & Home Finance Agency's Research Paper No. 32 lation which automatically 


DOWN-HEAT SIDE-HEAT subdivides building spaces 


4 REFLECTIVE SPACES 
2 aluminum foils 


5 REFLECTIVE SPACES 

3 aluminum foils 

1 paper sheet. .. 1" apart 
6 REFLECTIVE SPACES 

3 aluminum foils 

2 paper sheets... 1" apart 


U use the coupon below. 


4 ~ wera aan 
ACTO 


Wall 1 INFRA INSULATION, inc., 525 B'way. 
[ New York, N. Y., Dept. 8-9 
l Please send "Research Paper No. 32.” 
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SMALL TALK 


HOW FAR IS UP? 


An unspectacular but steady up- 
ward march: that’s how building 
construction costs movement is 
described by Myron L. Mat- 
thews, vice-president of Dow 
Service, Inc., reporting in the 
Appraisal Journal. Costs have 
again hit the peak reached in 
1952. New overall highs may 
come later this year. 


PREFABS ON THE RISE 


A bright future is forecast for 
the prefab industry despite the 
opposition it faces from financ- 
ing institutions, labor unions, 
antiquated building codes, etc. 
That’s the word from Prof. 
Campbell R. McConnell, Univer- 
sity of Nebraska, who says the 
industry has failed to take full 
advantage of mass production 
methods. And from Harry H. 
Steidle, manager, PHMI, comes 
the forecast that within ten 
years 50 per cent of all single 
family houses, particularly in 
middle and lower price brackets, 
will be in the *prefab class." 


A RUSSIAN LULLABY? 


You never know what lies ahead, 
but for the time being American 
Builder is one of three American 
magazines still being received 
by a library in Tibilisi, located 
in Georgia, Russia. Don't be 
surprised if the Kremlin reports 
Russian architects were the first 
to conceive the split-level de- 
sign. 


CASH ON THE LINE 


Financing has proven to be one 
of the major headaches of 
builders during the first half of 
1956. To find out what the na- 
tion-wide outlook is, see AB’s 
survey on p. 25. 


NORTHERN EDITION 


MORE SPLIT-LEVEL AND COLONIAL homes 
are in the offing as builders move into higher 
price ranges in the New England area. Charles 
E. Pieper, newly-instalied president of the HBA 
of Greater Boston forecasts that these higher 
priced units should make the 1956 dollar vol- 
ume for new residential construction about 
equal to that of 1955 even though the number 
of actual starts is likely to be less. 


HIGHWAYS AND HOMES. Here's one time 
that two forms of construction go hand in hand. 
The $33 billion Federal highway program will 
open previously inaccessible areas for home 
building; and, demolition of older homes to 
make way for these roads will create a demand 
for replacement housing. In addition, improved 
highway facilities should attract new industry 
into undeveloped areas. This means entire new 
communities with the resultant need for 
homes. 


EXPECT RENEWED PRESSURE for more 
“retirement housing.” FHA has called on Prof. 
Walter K. Vivrett, University of Minnesota, to 
prepare a study aimed at developing building 
standards for its mortgage insuring programs; 
Congress, in its last-minute housing bill, estab- 
lished a new program of mortgage insurance 
to encourage housing for elderly persons; and, 
a recent Federal-State conference on aging 
strongly recommended the expansion of private 
home building for older people. 


YOU SHOULD HAVE A BETTER UNDER- 
STANDING of the housing market by the be- 
ginning of next year after the U. S. Census 
Bureau makes its interim national housing 
inventory. Answers to such questions as: How 
many houses have been demolished since 1950?, 
How many have been rehabilitated?, ete., will 
provide a key to home building’s future for 
several years to come. 


month after month.. 


1512 million men and women live by the book" 


... and the book is Better Homes and Gardens! 


4.250.000 DELIVERED COPIES EACH MONTH 


m 


— 


— 
— 
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One example of how BH&G readers live by their favorite magazine: 9,400,000 referred to one or more 
BH&G lives with the family — judged by it 


back issues, 4 to 12 months old, within the past 4 weeks 


usefulness instead of its date 


*15,500,000 people read an average issue of during the year... 
BH&G! One-third of the 123,800,000 people 1 T 
10 years of age and older in the U.S. read one /3 of America reads 


or more of every 12 issues. That's 44,150,000 
people—and over 40% of them are men! Better Homes and Gardens! 


Meredith Publishing Company, Des Moines 3, lowa 
*A 12 Months’ Study of BH &G Readers, Alfred Politz Research, Inc., 1956 
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WHAT'S AHEAD 


Pulse ot d WHAT'S HAPPENED 


HOUSING STARTS -The National Picture 


MONTHLY - 
P 
| 
> 
1925 1930 1935 1940 1945 1950 1955 J M AK M SF TS. T ORN S 
e: Charts l ond 2—U.S. Bureau of Labor Statistics 
. EDGING OFF seasonally in July, housing starts held at 
| n t e r p r e t a t | 0 n 1 b 101,000 with seasonally adjusted annual rate at 1,100,000. The 
total starts from January to July numbered 676.200. 
No definite improvement in 7 
housing was evident in July BUILDING COSTS 
Requests for VA appraisals | 33 ii 
slipped again, and applications | 
5 d e bd LABOR (earnings) 
for FHA loans rose so high as tI—-—-— — d rus. addi | 
to make no real difference me, | MONTHLY 
Some of the current housing - | em 
volume is depending still on no- | 2 
downpayment loans for which | 
commitments were made during : 
last year’s easy credit. One small — 
e eri Mig gp its | WHOLESALE T 
p imistic sign is an over-t C- H | | PRICES | 
year increase in new inflow of + 
saving into Savings and Loan 1950 '51 ‘53 55 1 ASONDJIFMAMIJIA 5 
As nei tions " Wholesale Prices and Average Hourly Earnings Building Construction (1947.49 
SL Td 
r » MATERIALS PRICES held steady in July as increases for 
15 LEADING HOME 2 many items were offset by a dip in all lumber except Southern 
i BUILDING AREAS pine. Prices were 4 per cent higher over the year. 
* Dwelling units built in Metropolitan areas 
during 1956. (BLS) 
% Change 
Jon.-April 
1955-56 
los Angeles 34,661 -14 
New Y ork 25,164 20 
Chicago 17,837 2 
Detroit 11,648 
San Francisco 8,192 29 
Washington 5,899 30 
Miomi 5,847 a 
Baltimore 4,407 33 ! 
San Diego 4,281 9 RESIDENTIAL (ng far ) 
Cleveland t 75 JAS ON DIT MANM II AS ON 
am — 53 35 
Denver 3,521 37 Source: U.S. Dept. of Labor (BLS) and U.S. Dept. of Commerce (BDSA) 
Atlonto 3,510 "6. 
Buffalo 3,210 d CONSTRUCTION SET ANOTHER HIGH of $4.2 billion in 
Boston 3,076 1" 3 July, for a $24.1 billion total for seven months. Because of 
Milwaukee 2,995 20 price changes, however, volume was off slightly from 1955. 
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Completed home in the Lyon Park Project in Raleigh, North Carolina 


“Flexivents’ help sell 
our hommes. 
cut costs by sIOO" 


reports North Carolina dealer-builder team 


Builders and dealers everywhere 
are discovering that Andersen Flexivent Windows 
are "silent salesmen" for the homes they build 
Outstanding beauty and simplicity 
operation attract the attention of prospective 
home-buyers, help c/ose the sale 


ease ol 


For the next project you plan or build, look 
into the style, flexibility and economy of Flexivent 
Windows. They'll add customer appeal and help 


you sell your homes to the most discriminating 
customer 

It's easy to get complete information on exclu- 
sive features of Andersen Flexivents, including the 
new Bar-Lock* Underscreen Operator and Seal- 
Trim*. Just see your lumber and millwork dealer, 
Sweet's Files—or write Andersen Corporation. 
WINDOWALLS are sold throughout the country, 
including the Pacific Coast. Patent Pending 


"We are proud to sell Andersen Flexivents "Window beauty helped sell our Lyon Park 
because we know they are of superior work- project homes," says George E. Viall, Ra- 
manship, and are easy to install," says Hal leigh, North Carolina builder. The ease of 
V. Worth, Jr., of Oldham and Worth Building operation and eye appeal of the Flexiview 
Supplies, Raleigh, North Carolina. “We have and Flexivent Units are outstanding. What's 
been handling the Andersen Flexivents since more, we are saving at least $100.00 per 
they were first manufactured and we are house because our Andersen WINDOWALLS 
more than satisfied with their beauty and are fast and easy to install and require no 
versatility—as are our customers." costly call-backs for service." 


Andersen \Windowalls 


TRADEMARK OF ANDERSEN CORPORATION 
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FILE BUT DON'T FORGET 


Tomorrows House 


A plastic house for tomorrow W-. 


Vi 


Photo credits: the Providence Sunday Journal 


...and a "spiral" for the day after 


p the architectural depart- 
1 ment of the Rhode Island 
School of Design comes proof that 
tomorrow's architects are dreaming 
up tomorrow's houses today. 

Two fifth year students, Harry S. 
Cruickshank of Providence, R. I., 
and Victor G. Zacksher of Bay- 
onne, N. J., have livened up the 
school's annual senior exhibit. 


Cruickshank's house, at the top 
of the page, was designed with the 
help of research material by Ernest 
E. Kirwan, RISD graduate and in- 
structor. The system is based on 
cast plastic bubbles linked together, 
and it permits the creation of al- 
most any size and shape of house. 
The shells will be giant curved 
sandwiches, with rigid plastic as 


outside and inside surfaces and 
foamed plastic between to act as 
insulation. 

As can be seen from the picture, 
Cruickshank's house will embody 
the features that today's buyers are 
associating more and more with 
modern living; one-floor living, and 
a long, low line that makes it blend 
with its surroundings. The huge 
glass areas will admit lots of light, 
and will also tend to add outdoor 
space to the indoors and increase 
the feeling of spaciousness. 

This house could be built to- 
morrow if more data on the struc- 
tural qualities of the plastics were 
available. MIT, with the backing 
of the Monsanto Chemical Co., is 
getting ready to build a trial plastic 
house now. 

The Zacksher house in the lower 
photo is a beautiful example of 
what engineers like to call "blue 
sky thinking." Its skeleton is a coil 
of magnesium alloy covered with a 
vapor barrier and a sprayed coat 
of concrete, and the floor is con- 
crete. If glass were desired, it could 
be set between the coils of the 
frame. The entire structure would 
rest on pieces of curved precast 
masonry. 

Wild thinking? On the contrary. 
According to it's designer, the spi- 
ral framework would be com- 
pressed, just like a spring, for ship- 
ment to the site. Once there it is 
expanded, braced with welded 
pieces between coils, and the skin 
is applied. Thus would be solved 
the problem of manufacturing large 
pieces of house that are still trans- 
portable. 

Other ideas come to mind. Pre- 
sumably, a family in improved 
economic circumstances might hire 
a pair of bulldozers and stretch 
their house out to more opulent 
dimensions. On the pessimistic side, 
if the braces were to let go, an 
entire family might find itself sud- 
denly condensed into a back bath- 
room, or, if the stress were in the 
opposite direction, be catapulted 
into the next county. 


The Fox brothers, Robert (left) and Richard (center) talk with Richard A. Welter 
of the Bell Telephone Company of Pennsylvania, in front of the model home 
on the tract of Plymouth Meeting Park, their very successful new home project. 


“Concealed telephone wiring is essential in livable homes" 


—say Robert and Richard Fox of Fox-Bilt Homes, Inc., Plymouth Meeting Park, Pa. 


“We build homes designed for maximum liva- 
bility,” says Robert Fox. “Concealed telephone 
wiring is a very important feature of that livabil- 
ity. Customers like the convenience of planned 
outlets in their homes.’ 


“Also,” adds brother Richard Fox, “concealed 
telephone wiring keeps the beauty of the rooms 
intact. Customers like that, too. Concealed wiring 
telephone as well as electrical, helps us build 
homes we're proud to offer, and that customers 


are proud to live in and show to their friends 


Robert and Richard Fox have built many homes 
in the suburbs of Philadelphia. And their houses 


sell rapidly in Philadelphia’s competitive market. 
They feature proven products that customers can 
rely on. Among those products is concealed tele- 
phone wiring, which the Fox brothers, along with 
trend-minded builders across the country, cone 
sider a necessary sales feature. 


Your nearest Bell Telephone business office will 
help with concealed wiring plans. Just ask for 
“Architects and Builders Service.” For details on 
home telephone wiring, see Sweet’s Light Con- 
struction File, 8i/Be. For commercial installa- 
tions, Sweet’s Architectural File, 32a/Be. 
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PACKAGE 


GROOVED CEDAR SHAKES 


INSULATION 


BIG ECONOMICAL (y/ //, WA Cons 


Carefully selected, highest grade genuine CEDAR shakes electronically bonded 
to asphalt-impregnated insulation board in panels 46% inches long, the most 
convenient length for speedy application. Deep down color stained at the fac- 
tory in a choice of twelve beautiful colors, GLUMAC Units are the basis for 
Shakertown’s BEST BUILDER PACKAGE IN THE BUSINESS! 


MATCHING COLOR NAILS © MATCHING COLOR “JIFFY CORNERS” 

Nails, color-matched to Shakertown Die-fluted to correspond to GLUMAC Unit 

GLUMAC Units are packed right in the striations and colored to match GLUMAC 

carton. Annular threaded for greatly in- Unit colors, Jiffy Corners finish off the 

creased “holding power." These color-fast job neatly and quickly. Available on 

nails, specially made for Shakertown, specification 

never require a “touch up" coat of stain T a C. — 

never draw, never discolor . . an outstand- ‘ ! COM PA] 
£ rchandis S 8 

BEST BUILDEM PACKAGE IN TE 20310 KINSMAN ROAD CLEVELAND 22, OHIO 

BUSINESS! 


niat NAE Me wn puse Shakertown 


U.S. Patent 2,232,785. Other U.S. ond Foreign Patents Pending. 
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PRIVACY AND A VIEW 
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VENTILATION 


Dramatic improvement is at once obvious when 
home remodeling jobs start with windows. 


Install modern, removable R-O-W windows 
to provide maximum light, ventilation, and 
weather protection. Plan for architectural 
beauty plus privacy and a view. Insist on the 
beauty and the natural insulating properties 
of fine wood windows. 


WINDOW BALANCE 


Write for additional information about America’s 
finest windows—now offered at competitive prices. 


R-O-W SALES COMPANY >- 1380 ACADEMY «+ FERNDALE 20, MICHIGAN 
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EASY TO INSTALL 


EASY TO OPERATE 


R-O-W windows are easier to install because 
sash may be removed and stored safely. 


The improved R-O-W window, balanced with 
the revolutionary, new LIF-T-LOX balance, 


is amazingly easy to operate. Yet this fine 
balance does not interfere at all with the 


famous lift-out feature which makes cleaning 
or painting so easy. 
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EASY TO CLEAN 


WINDOW BALANCE 


R. O- Wand LIF-T-LOX are the registered 
trade marks of the R. O- W Sales Compan 


* FERNDALE 20, MICHIGAN 
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The 
First 


Style Change 


in more than 


20 years! 


HAGER new 


BAKED ENAMEL FINISH 


has the modern 
LL e . * 
Go-with-cnylthing' Dook 


Here's the smart “new Hager look" in 


shelf brackets . . Rich Elegant . . . Modern 
Designed ! arry ur sal pwal 1 and onward! 
It's Hager’s new Decorator Gr the first style change 
in a shelf bracket in more than a e of years! 
Now smart eye appeal is skillfully blended int ntemporary 
sales appeal! Hager Decorator Gray baked enamel finish 
€ omple ments the entire range of inti ecorat 
itemporary colors —adds a new dimensior 
the rugged wrought steel durability wh has always made 
Hager shelf brackets profitable to stock! Designed to pe t 
full use of space between all sł ( easie 
compact st we. Hage lf brack ew De ator Gray 
are sure » be je ot ir lastest seller and 
bette protit-make ! Y ular supplier has complete 
tock ) convenient 


C. HAGER & SONS HINGE MANUFACTURING COMPANY è ST. LOUIS 4, MISSOURI 
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Edward G. Gavin 


1897 1956 


What he did... 


| Gavin died in harness. Right up to the 
moment of his death his whole heart and 
soul were in his work. He believed American 
Builder should be in the forefront of every 
move to make building a better business. He 
travelled over 100,000 miles a year, meeting 
thousands of builders, dealers and manufac- 
turers on a first-name basis and in a shirt- 
sleeve approach to building magazine jour- 
nalism. 

His down-to-earth philosophy found its 
expression in the American Builder in such 
features as the Builder Report on Air Con- 
ditioning last month; the field study on Re- 
modeling for Profit in May; and the special 
story on Prefabrication last February. Know- 
ing that builders are busy men, with no time 
to waste, he initiated such time-saving de- 
partments as the Building Outlook, Oppor- 
tunity Page, and Pulse of Building. 


What he'd planned... 


f Ed was a dreamer, he was the most prac- 

tical one we ever knew. He didn't dream 
pictures. He dreamed plans. 

Right now the contents of American 
Builder are blocked out for the next 12 
months and beyond. He was in the midst 
of an editorial program for improving mer- 
chandising techniques, which will be carried 
out. His plans for National Home Week, for 
quality construction, for rebuilding America 
will be pushed. 

He had formulated a plan that would help 
builders through the difficult fifties and into 
what he knew would be the glorious sixties 
He had found inspiration in the rebuilding 
of his native back-of-the-yards section of 


Only two weeks before his death Ed Gavin 
had been on the road conferring with and 
making talks to groups of builders in Des 
Moines, Kansas City, Oklahoma City, Wich- 
ita and Amarillo. He was getting builder 
viewpoints on air conditioning, wiring, and 
merchandising. 

His friends and associates everywhere 
mourn his passing. He was confidante, sup- 
porter, and champion of building men in 
every branch of the industry. Under his 
editorship this publication fought to free 
construction from crippling war-time con- 
trols, crusaded for a strong National Home 
Builders’ Association, for sound distribution 
policies, for a private enterprise solution to 
housing. He was the father of National Home 
Week, and through these pages never ceased 
to advocate the extension of this great na- 
tional movement. 


Chicago and had just begun to develop an 
idea that he hoped would rebuild all of 
America. He had dreamed of an even 
stronger industry, with builders and retail 
dealers and manufacturers presenting a 
united front to the world. 

Perhaps most important, he had become 
firmly convinced that a greater American 
prosperity would be the direct result of an 
industry that continued to build more and 
better houses. 

To his associates in industry and his fel- 
low editors on American Builder Ed Gavin 
bequeathed a sense of destiny—a program 
of growth and progress. We pledge ourselves 
to see that this program is fulfilled. 


—THE EDITORS 
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The news of Ed Gavin's death was re- 
ceived with sorrow in all parts of the 
building industry. For other tributes, 


messages and letters, see page nine 


AMERICAN 


forward-looking idea 


n 


BUILDER 


National news 


Financing is rough all over... 


ios “Tighter!” "Tightest!" 
1 Thats how builders sum up 
the current financing situation. 
And, it's not an isolated problem. 
From all sections of the country, 
a survey by American Builder pro- 
duced the same reply—the mort- 
gage money problem is perhaps the 
most serious of the many which 
the industry faces. 

Despite reports earlier this year 
that funds available for mortgages 
would ease up after the first 
quarter, builders in most areas re- 
port just the opposite has occurred. 

One of the most comprehensive 
pictures of the mortgage market 
was painted by Wayne J. Wilkins 
president, HBA of Waterloo, 
Mortgage financing in our 
area is extremely tight. Discounts 
are two to five points if money is 
available. Local building and loan 
associations will make no FHA or 
VA loans. Sales are strong, but 
we're unable to place mortgages. 

It is apparent that the most se- 
rious difficulty is in the placement 
of FHA and VA mortgages. From 
John E. Bauer, head of ABC Con- 
struction Co., Indianapolis, came 
word that very little money is 
available for these types of loans. 
Even with discounts of eight and 
one-half points, he noted, it is 
almost impossible to get financing 
with 20 per cent to nothing down. 
He continued: "Some mortgage 
brokers are over-committed. Others 
will only take conventional mort- 
gages. Situation is very hectic.' 

Also worried about FHA and 
VA loans is J. S. Norman, Jr., of 


lowa 


MORTGAGE PICTURE AT A GLANCE 


WATERLOO, IOWA: Extremely tight 
make no FHA or VA loans 


INDIANAPOLIS, IND.: Situation very hectic . 
to get financing with 20 per « 


. Savings & Loan Assns. will 
. unable to place mortgages. 


. Almost impossible 
ent to nothing down. 


ATLANTA, GA.: Financing still tight, but not better or worse 


discounts increased. but 


seem to have leveled off. 


DAYTON, OHIO: Situation tightest it has been in twelve months 


mortgage mone 


SAN ANTONIO, TEX.: Little « 


is practically non-existent. 


no financing available . . . some 


let-up expected, but no general easing seen until 1957. 


ALBUQUERQUE, N. M.: Discount 


established by FNMA 


Houston. He reported, "Discount 
rates remain high, 97 to 98 per cent 
on GI and FHA.” Another Houston 
builder called the discount rate an 
all-time high. 

Marginal 
for trouble ccording to Ralph 
Bodek, Upper Darby, Pa., who 
added that prime lenders are se- 
lective with interest rates moving 
up. And from Gale A. Goodwin, 
Rapid City, S. D., came word that 
most available money is in the 
hands of Federal Savings & Loan 
institutions 

[Ihe situation in Atlanta seems 
to have steadied. According to 
H. D. Spratling, "Financing still 
seems to be tight, but does not 
seem to be getting appreciably bet- 


headed 


builders are 


rates firm only because of floor 


Some relief in next sixty days. 


ter or worse, Discounts have in- 
creased in the last few months, but 
seem to have leveled off." 

Discounts average from two to 
seven percent on insured loans and 
financing is very tight in his area, 
advised Fred T.  Hafendorfer, 
Louisville. Same report came from 
a St. Louis builder who added an 
increase had occurred in discounts. 

In Dayton, Ohio, the situation 
is the tightest it has been. in twelve 
months. According to Ray Combs, 
"Mortgage money is practically 
non-existent. The discount rate has 
increased significantly.” 

And from Los Angeles came this 
terse report: “Financing has not 
eased and discount rates have not 
changed.” 


What's ahead? Builders disagree 


There’s no question but that 
builders are worried about how 
this dearth of mortgage money will 
affect their future. Many are ex- 
tremely pessimistic. Others feel the 
future holds more hope and that 
the Federal government will step 
into the picture before it gets com- 


pletely out of hand. (Already, 
FNMA (Fannie Mae) has cut 
stock subscription requirements 


for lenders selling mortgages to the 
association from 3 per cent to 2 
per cent.) 

After asking aid from his Sen- 
ators and Congressman to no avail, 
G. H. Wright, Jr. president, 
Wright Construction Co., Raleigh, 
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N. C., made this gloomy predic- 
tion: "Operations will be down 
more than 50 per cent in 1956. 
Our business cannot continue to 
absorb the discounts and survive. 

Though demand for homes is 
holding firm, a sharp decrease in 
the number of housing starts duc 
to increased discount rates is re- 
ported by C. C. Collie, Jr., of 
Little Rock, Ark., where, he said, 


financing as a whole is more 
critical. 
"Discount rates are seriously 


affecting building in El Paso area," 
reported William J. Elliott. An- 
other pessimistic report out of 
Washington, D. C.: "If no change, 


residential work will have to stop. 
Market is glutted where sufficient 
finance not available." 

From a. Milwaukee builder came 
word that sales in the past six 
weeks were cut 52 per cent because 
of still financing; and from Mont- 
gomery, Ala., "No appreciable re- 
lief here." 

According to research, the sit- 
ation in the San Antonio area 
shows little or no financing avail- 
able at the present time. This was 
the assertion of W. W. Vanderheck, 
Goliad Construction Co., who re- 
ported: "Discussion with those in 
charge of financing in local area 
discloses that some easing should 


CONTINUED ON NEXT PAGE > 
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Solution on way for A/C difficulties 
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NRLDA for "women-inspired" homes 


Recommendations made by the 
Women's Congress on Housing will 
be included in three demonstration 
homes planned by National Retail 
Lumber Dealers Assn. for Chicago 

Io be completed in time for in- 
spection during the association's 
Chicago exposition in December 
the houses were planned in consul- 
tation with HHFA. The program 


is being developed by a retail lum- 
ber dealer committee under the 
chairmanship of Paul Deville. 

Meanwhile, FHA commissioner, 
Norman P. Mason, reports a small 
group of women will return to 
Washington this Fall to weigh the 
advisability of adapting FHA con- 
struction requirements to certain 
of their recommendations 


House design contest finalists 


NAHB' 
contest 
builde 


original house design 
limited to small-volume 
members, is in its last 
phase 
The for 
J. E. Carter, 
Comin, 1 


finalists chosen are: 
Jackson, Miss.; J. T. 
ramie, Wyo.; W. Dewey 
Kennell, Venice, Fla.; and Frank 
G. Snow, Grand Rapids, Mich. 

Household Magazine, co-sponsor 
of the contest, will publish their 
designs in November 


Th t sclected by reader 


the most outstanding will win the 
Household Sterling Hammer Award 
for the builder and an all-expense 
paid trip for two to the 1957 
NAHB convention in Chicago or 
$1,000 in cash. Second, third and 
fourth place winners will receive 
$500, $300 and $200, respectively 
Awards will be presented at th« 
convention. A five-man panel of 
judges vas headed bv Prof. James 
I. Lendrum, AIA, Small Homes 
Council Direct 


Newspapers to vie for NAHB awards 
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November 1 
According to president Joseph B 
k, the contest has a two- 
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MID-AMERICAN JUBILEE HOUSE, erected by W. G 


Louis exposition : 
Midwestern states want in 
ufactur 


to plar 


fold objective—first, greater public 
recognition and understanding of 
the problems involved and second, 
to educate the public on how these 
problems affect the daily lives of 
every family living in metropolitan 
arcas 

Contest judg 


nclude: Mavor 
Joseph I i 


Dillon, St. Paul, and 
Frank C. Moore, president, Gov- 
ernment Affairs Foundation, Inc 

A third judge is to be named. 


National news 


HHFA book shows 


housing markets 


A twenty-seven page booklet de- 
signed to aid builders in judging 
the housing market has been pre- 
pared by HHFA. 

Entitled, “Know your Local 
Housing Market,” the booklet cov- 
ers these six points. 

e Inventory of 
homes. 

e Employment and income. 

e Population trend. 

e Migration and mobility 

e Volume of new building 

e Source of financing 

Copies may be obtained for 25 
cents from Supt. of Documents, 
U. S. Government Printing Office 
Washington 25, D. € 


unsold new 


AIA group to aid 
modular council 


Previously announced plans for 
formation of a modular building 
council were further spurred by re- 
cent action of the American Insti- 
tute of Architects. 

The institute's board voted to 
authorize a joint AIA-Producers 
Council committee to cooperate in 
establishing a Modular Building 
Council. 

[he group, which plans its first 
meeting in the Fall, will open mem 
bership to individual architects, 
contractors and product designers 
Funds from additional subscribers 
will provide a staff to renew work 
with American Standards Assn. 
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color coverage of the house, see De 


American Builder. 


SALES BUILDERS 
FOR HOME BUILDERS 


Beauty sells homes! Build more beauty into your homes 
with USG® lath, plaster and paint— 
from your U.S.G. building materials dealer 


Offer prospects more-home- 
for-the-money, and still keep 
your own costs in line, by 
using U.S.G. products like the 
ones shown on these pages. 
They’re engineered with 
your problems in mind—de- 
signed to work together to 
cut your costs . . . speed 
your sales. Investigate them 
—it will pay you! 


— 


SECRET OF CRACK-RESISTANT WALLS is the spring steel clips 
used with U.S.G.’s ROCKLATH Resilient Lathing System. The plaster 
base is floated free from framing, which provides maximum resistance 
to cracks due to structural movement. Also provides extraordinary 
resistance to sound transmission (loss rating up to 47 decibels). 


QUALITY AND VALUE are evident to prospective 
home owners when you feature plastered walls 
and ceilings. RED TOP* STRUCTO-LITE* perlite- 
£ypsum basecoat plaster is mill-mixed, require 


COLOR STYLE INTERIORS TO ORDER and help 
close sales with new TEXOLITE* Stylist-Created 
Color Schemes. Prospects choose from seven ex- 
citing new decorating schemes specially created 
by leading color authorities. Each scheme, dis- 


T. M. Reg. U. S. Pat. oft, 


— 


How to build more "sales-quality" into your homes 


only the addition of water —saving time and materials. 
In many constructions it fights fire up to twice as long 
as sanded plaster, yet is 50% lighter in weight. Stabilized 
set assures maximum strength of the plaster slab. 


— 


M. Pm. 
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played on a professional color-style card, is planned for 
perfect room-to-room color harmony. Each can be used 
with assured good taste in any home, regardless of size, 
design or climatic location. These selling advantages are 
yours with a minimum paint inventory. 


BUILD, INSULATE, CONTROL MOISTURE in one 
low-cost operation with Insulating ROCKLATH* plaster 
base, applied to outside walls and top floor ceilings. 
Aluminum foil backing provides a superior vapor 
barrier, protects framing from damaging moisture 
condensation. Properly installed, it reflects 95% of 
sun-generated heat rays, keeping rooms up to 15° 
cooler—an important sales feature. 
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i For complete information on the products and 
methods shown here, fill in this coupon and mail it 

to United States Gypsum, Dept. AB-63, 300 West 
| Adams Street, Chicago 6, Illinois. 


| O Insulating ROCKLATH — L STRUCTO-LITE Perlited 
Plaster Base Gypsum Basecoat Plaster 


| (J ROCKLATH Resilient O TEXOLITE Decorating 
Lathing System Schemes 
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REPEAT SUCCESS OF NHW (last year’s was “biggest 


ever”) is anticipated by builders from coast to coast. Above, 


e 1 


National Home Week-your 


As feverish last-minute National 
Home Week plans are being made 
by home builders everywhere, con- 
viction grows that this year's cele- 
bration can well be the fuel needed 
to re-fire Mr. and Mrs. Public's ap- 
petite for a new home! Results of 
early Spring and Summer ‘parades,’ 
if a true barometer, indicate this 
annual industry shot-in-the- arm 
will do much to lift sales out of the 
summer doldrums stage 

With more and more sections of 
the country entering a buyer's mar- 
ket, builders are showing determina- 
tion to break down resistance by 
"merchandising" their homes as 
they have not done since the end of 
World War II. This was evident in 
American Builders carly NHW 
survey (June) and is borne out by 
supplementary reports which have 
followed. 

In Springfield, 
County HBA will 
house ‘parade.’ The entire layout 
will be built in miniature. Each 
modei will be photographed for re- 
production in a give-away plan 
book. 


Ohio, Clark 
feature a I5- 
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HERE'S WHAT TO EXPECT 
DURING NHW 


More tie-ins with manufacturers 
More TV-radio coverage 
Special give-aways 

Greater newspaper publicity 
Exciting special events 


HBA of Greater Cleveland set- 
tled on a 30-day Fall Festival of 
Homes to run through September. 
Special events include a Home Buy- 
ers School and speeches by builders 
at service club meetings. 

Grand Rapids HBA is building 
an 1100-square foot ranch house 
which will be completely furnished 
and landscaped. It will be given 
away subject to an insured mort- 
gage of $12,000. The winner will 
receive a year’s payment on the 
mortgage 

Atlantic HBA members ( Atlantic 
City) who participate in the NHW 
Model Home Show will be vying 
for a week's trip for two to Miami 
Beach with $200 expense money. 


crowds visit 1955 Pittsburgh Parade of Homes. Early 1956 
'parades' indicate even bigger turnouts this year. 


best salesman 


More zoning problems 


As other builders were preparing 
for NHW, building contractors and 
real estate developers banded to- 
gcther to upset a new zoning law 
passed in New Castle, N. Y. 

Permitting construction of only 
40 new houses this year and 100 
next year, the law provides that 
when any residential district out- 
grows its schools, trunk sewers, 
roads, etc., the Town Board is to 
ration building permits. Private 
owners get top priority; iocal build- 
ers of four or five homes a year 
have middle priority. At the bottom 
of the list are large-scale develop- 
ment builders 

An attorney, retained by five 
building concerns to file suit in Su- 
preme Court, reported that onc of 
bis clients, Birchbrook Park, has 
twenty-two acres for development. 
He maintained the company had 
built its own roads, obtained ap- 
proval of its plot plan and com- 
pleted a model home. Now, the 
company is deprived of permits for 
additional houses. 
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Here's a new angle 
to a favorite 
old design 


hink you've seen everything in split level 

design? Take another look at the house 
above. It's best described as a happy marriage 
between a front-to-back split and a side-to-side 
split, and was fashioned by builder Jack Emer- 
son of Madison, Wisconsin, in an effort to com- 
bine the best features of both types 

Emerson first took the front-to-back model, 
with its clean, simple roof line, and turned it 90 
degrees on its lot. To add interest in the new 
front elevation, he added a combination picture 
and corner window in the living room, and for 
contrast put a massive chimney alongside the 
window 

Then he put the garage on at right angles to 
the house, fronting on the road, and added a 
setback front door in the new wing 

What he has achieved, then, is an unusual 
arrangement with a simple, attractive roof that 
is easy to frame. The eave line, common to 
both wings. holds the sections together and pro- 
vides the close-to-the-ground look so difficult 
to attain with most splits 

Emerson's $22,500 price includes such lux- 
ury items as a low voltage relay switch system, 
and touch button switches. 
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Selected Northern House of the Month 


VERTICAL LINES of picture window and chimney form 


a handsome contrast to the horizontal siding. House w 
part of Madison's 1956 Parade of Homes 
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BASIC FLOOR PLAN is that of a front-to-back split, with 
one important difference: putting dinette in garage wing 
permits more space to be given to the living room. 


FIREPLACE END oí living room shows happy result of 
handsomely combining large brick and glass areas. Note 
unusual feeling of space created by high beamed ceiling 
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NO FRAME 
TO BUILD 


NO HARDWARE 
MORTISING 


NO FITTING 
OR PLANING 


Hang five doors in the time u 

quired for one that’s part of the secret 
„Woos rex 

Steel 1 Joors and Fr ames The i ing taster 

uniformi cause they are standardized 


STEEL DOORS through precision tooling, modular dimer 


sioned, and factors pre-fit USF “Wooster 


AND FRAMES Doors d Frames are mechanica ins 


gineered and built to standards that 


solve buying eliminate the — to custor 


crafted product ng flush pan: 
design there Wooster" Steel Doo 


and installation and Fon 
includir idir set doors 
problems 
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for ever interior penil 


SELECTED FOR U.S. STEEL'S fa onal 2 $ Coronado (C Nomes 
UNITED STEEL 
FABRICATORS, Inc. 
WOOSTER, OHIO 


Representotives: Cleveland ° Minneapolis ° Seattle 
Buffalo * St. Louis * St. Petersburg * Manchester 
Denver * Pittsburgh * Chicago * Atlanta 
Wilmington, Delaware * Washington, D.C 
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Color Comes Te The Kitcher with Customline Appliances. Make 

your choice from gleaming stainless finish, Coppertone and five 

new Colortones: Sunburst Yellow, Coral Pink, Meadow Green, 
Woodland Brown and Seafoam Blue. 


COMPARE TINS AND YOU'LL SEE 


OFFERS 
GREATER VARIETY, FEATURES, PROFITS! 


All built-ins aren't alike! A comparison of Hotpoint 
Built-In Ranges with those of the other 3 leading ap 
pliance manufacturers shows that Hotpoint offers you 
more models to choose from—more features to 
help you sell your homes. And, Hotpoint offers com- 
parable superiority in built-in refrigerator-freezers and 
dishwashers as well. 

It costs you no more to enjoy the extra sales appeal 
of these superior appliances, because Hotpoint wants 
builder business and has the prices to get it! And, with 


Hotpoint Customline, you also enjoy all these additional 
SURFACE UNITS 


advantages 
Number of Modelis * Finest quality 
Pushbutten Controls 


roia * Fast, low-cost installation 
m —A— k: * High consumer acceptance 
Plug-in French Fryer * Powerful national advertising 
* Strong local merchandising 
* Top appraisal value 
* Kitchen design service 
Whether you're building $10,000 or $100,000 homes, 
you'll find the right models for your market in Hotpoint's 
complete line. They'll help you sell your homes faster 


and at greater profit. Contact your Hotpoint Distribu- 
tor's BUILDER SPECIALIST today! 


Hotpoint 9-foet Moduler Kitchen with 
high oven. Celer is Sunburst Yellow 


* 


yar 
* 


a 


new 


modular kitchens 


THE APPLIANCES OF THE FUTURE 
TO HELP SELL YOUR HOMES TODAY! 


WITH HOME 
BUYERS 


KS LOVE 
ATHRST SIGHT 


Hotpoint 7-foot Modular Kitchen with under counter oven. Color is Coral Pink 


Hotpoint 7-foot Modular Kitchen with seperate wall oven. Color is Meadow Green 


IN ONE COMPACT UNIT- A COMPLETE MEAL 
PREPARATION and CLEAN-UP CENTER 


Your homes will be "the talk of the town” with these ex- 
citing new Hotpoint Modular Kitchens. Women lose 
their hearts when they see the handsome combination of 
colored, pushbutton appliances and gleaming stainless 
steel countertop. 


Distinctive and beautiful, compact and efficient, these 
units are the newest development in kitchens—and the 
hottest sales feature your homes can offer. 


You'll like the way Hotpoint Modular Kitchens have 
been designed for fast, low-cost installation with normal 
skills and materials—no tricky hook-ups to cause expensive 


on-site slow-ups. And, these compact new units save floor 
space, while giving you complete freedom to plan kitchens 
that offer a new high in styling and convenience. 


Hotpoint Modular Kitchens can be included on the 
mortgage for only a few dollars a month. They're avail- 
able in 5 beautiful Colortones—Sunburst Yellow, Coral 
Pink, Meadow Green, Woodland Brown, and Sea- 
foam Blue. 


Be the first builder in your community to capitalize on 
this great new home selling feature. Contact your Hot- 
point Distributor's BUILDER SPECIALIST today! 


Appliances help 


Precision Homes of Indianapolis 
indiana, supplies builders with 
handsome, packaged homes like 
the Brentwood pictured above 
Selling prices range from $8,500 
to $30,000. 


John E. Bauer, president of Precision Homes, says— 


"When we select equipment for hun- 
dreds of homes, we have to be absolute- 
ly sure of its performance and its sales 
appeal. 

"We're sure of Hotpoint—and so are 
American home-buyers. The minute 


Homes, they know we're giving chem 
the best. The public's preference and 
respect for Hotpoint are vital factors in 
closing home sales. 

"Hotpoint quality is symbolic of the 
superior values we try to build into 


they see the Hotpoint name in Precision every detail of our homes. 


Hotpoint 
Refrigerator- 
Freezers feature 
"Big Bin" storage, 
Frost-Away 
defrosting, many 
other work-saving 
conveniences, 


Hotpoint Appliances 
offer you... 


| 
| 
— 


are completely auto- 
1. An unequalled reputation for —— 


superior quality that helps you dry ALL types of 
sell your homes. fabrics! 


2. A complete variety of 
prices, models, and finishes 
for homes in every price 
category. 


For beauty 
In Appliances ore , "w ^ 
available in Color. and distinction— 
tones, Coppertone, 
ond Stainless 
" x Finish! 
3. Maximum evaluation and colo tone 
higher mortgages from fi- or 
nancing agencies. ~ ) , Classic White! Hotpoint Table Top Water 
s Heater Fomous Calrod® 
wnits assure Magic 
Circle? Heat! 


4. Powerful advertising and 
merchandising support. 


The Hotpoint name will help you 

sell an ance r homes so 
contact your Hotpoint Distributor's 
BUILDER SPECIALIST for information 
about these famous appliances and the 
Hotpoint Kitchen-Laundry Design Service 
for builders 
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Food Waste Disposer — quiet 
and efficient! 


NM 


2 


Gin 
' " | RANGES * REFRIGERATORS +- AUTOMATIC WASHERS « CLOTHES DRYERS = DISHWASHERS 
y = " DISPOSALLS” « WATER MEATERS + FOOD FREEZERS - AME CONDITIONERS + CUSTOMLIME 


HOTPOINT co. Divinon of Genero! Electric Company) 5600 West Taylor Street, Chicago 44, illinois 
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Avoid "nailpox" and unhappy customers 
with ALCOA” ALUMINUM NAILS 


* * * 7 
Nonrusting ... Nonstaining ... You won't ever 
have to explain away nailpox' caused by rusting and 
staining when you use Alcoa Aluminum Nails. They’re 
nonrusting, and nonstaining, and should always be used 
for siding, roofing, shingling . . . or any job where nails 
are exposed to the weather. 

Now, for your convenience, Alcoa Aluminum Nails are 
packaged in handy amounts based on the application 
and size of job. There's no waste, no buying of exces 
sive quantities — you get the exact amount you need. 
ALUMINUM COMPANY OF AMERICA, 2252-J Alcoa Bldg., 
Pittsburgh 19, Pennsylvania. 


Your Guide fo the Best in 
Aluminum Valve 


a ARNAT DAT EVENINGS 


| ZO THE ALCOA HOUR 
Spyr npon noun 
Ca) 
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Enhance your reputa- 
tion for using quality 
materials in your 
homes... always 
specify Alcoa Alumi- 
num Nails packaged 
in this box. 


Alcoa Aluminum Nails and Fasteners are 
available nationally through Macklanburg- 
Duncan Co. and leading wholesalers of other 
Alcoa Aluminum products. 


37 


PA E: America's Most Complete Line for | 


^ d 2 WEATHER - SNUG HOMES | 


MACKLAN BURG-DUNCAN co. 


MD WEATHER STRIP 
A / Sets for windows 


WEATHER STRIP 


Handy to buy, handy to use. Here in one ottractive pack- 


* 
This complete pockoge unit meon: : Sey age is e complete M-D Numetol Weather Strip set for a 
eosier handling for you . . . easier A ^ fe 7 single window, Avoiloble for oll stondord 28 30 , 32 
d » 2 ond 36” double hung windows. M-D packaged sets sove 


installation for your customers, M-D\ l A 
Numetal door sets are available with ' ^ PN R ä 
regular door bottoms or with threshold K gt. 
and exposed hook Lf 
— y 


HANDY PACKAGED SETS! Ready to hand customers! Ready to use! 


WEATHER STRIP 


This stainless steel or 
bronze coil weother strip 
is packed two ways — tia 
18 ft. rolls in free displey 
carton, or in 100 ft. individ- 
vol cartons. 


DOOR BOTTOMS 


Mode of etre thick wool 
felt and heavy gouge stein- 
less steel, bross or alum- 
inum. Stondord lengths— 

j f S | 19,30, 98, 29 , 42° 
ey hd ad ALL in tidda i AU Pe ere | ond 4% —pockoged „ der. 
—R i — | seme length te carton, 


Special lengths ovoiloble. 


BUILDERS 


quality and dependability, 
cts. Sold by hardware, 
ply dealers throughout the 


country! 


DEALERS 


! Your order shipped same day it 
products are fast sellers, 


always 
For highest lumber 
specify M-D produ 


and building 20 


Order Today 
received! All M-D 
nationally advertised. 


is 
| 


E VD AWAY 
WEATHER STRIP 


Easiest in the world to put on 


This easy-to-put-on weather strip makes 
friends as it makes you profits. Works 
perfectly on windows, storm sash or doors 
Made of wool felt and white metal. Each 
individual carton contains one 18 ft. roll 
with nails and instructions. Packed 12 car- 
tons in display case. 

gt LJ - This free, colorful dis- 

0 play case lakes very 

little counter spoce 


. but does 0 
big job of selling. 


Nose 


DOOR BOTTOM 


Here's the perfect automatic door bottom ond droft 

eliminator for All doors. Completely solves old UP ede ] . DOWN 
problem of clearing rug or floor every time door a i 1 
opens. Eosily instolled on right or left hand door matically to | snugly against 
Smortly designed with silvery-satin finish — will not clear carpet — floor to seal 
fus! or tarnish. Furnished in stondord lengths— easily when — — ow drafts 
26 ^ i id — 2 — when door 
28 „ 32 , 36 42 and 48 . Packed in individuol deer egent 

cartons closes. 


Su (ALK ) | | MuPhalt 
CALKING COMPOUND pV E” MNu PLASTIC 


World's best calking É 
compound ovoilable in Tp 
loads, with or without ea t GLAZING COMPOUND 
norzle ,. hand / 2 

| squeeze tubes... or 
VÀ pi., pi. qt. and gol. 
cans. Also 5-gol. and 


55-gal. drums—9vun or 
knife grade. 


Ideal for sticking 
You con recommend down asphalt shin- 
this glazing com- —— z = „ 
pound with com RE l i J ! 
plete confidence | | roots ond flashings. 
thet it always “slays | bye". Mii hs uar 
E in Y s, wi à 

t ear = ; evt nozzle; 2½ Ib. 
tons, 25 1b., 30 lb., GLAZING ond 10 Ib. cans; 50 
100 Ib, ond 880 Compoun? Ib. pails ond 550 ib. 
Ib, drums. : 


MACKLANBURG-DUNCAN 


OKLAHOMA CITY 1, OKLAHOMA 
Leaders in the Building Specialty Field for 35 years! 


RR 
= 2s r E at . " 
«Un y 


Ente 


What is 
the 
successful 


sales pattern 


that makes 


RICHMON 


The fastest growing 
name in 
plumbing 


fixtures 


RICHMOND CREATES THE FINEST BATHROOM AND KITCHEN PLUMBING FIXTURES, HEATING » COOLING EQUIPMENT 


AMERICAN BUILDER 


ar 


~ Clean-lined 
y. designs in the 
jas modern manner. 
- New designs to meet 
~ today's bathroom 
needs. and tomorrow's, 


Seven sparkling 
pastels for your 
color- conscious 
customers. The 
famous “Whiter-White” 
that means gleaming 
lifetime beauty. 


Glass-hard surfaces that 

withstand a generation 

of use. Rigid quality 
control that assures 

lasting consumer 

satisfaction. 


Full-color 
advertising in 
the leading home 
magazines. A 
different, name- 
building, acceptance« 
building approach. 


A complete promotional 

program for wholesalers 
and contractors. 

b Everything needed 

for a powerful 

sales drive on 

the local level. 


— 


Division of Rheem Manufacturing Company, 
16 Pearl St., Metuchen, N. J. 


Other Rheem Products: Water Heaters «Water Softeners - Wedgewood Gas Ranges and Clothes Dryers » Stee) Containers 


SEPTEMBER 1956 
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Be careful of this furtive character. 
He can really hurt your reputation. 
For if Skimpy Wiring has crept into 

your blueprints, homes you build from 
them won't be able to cope with the 

electrical demands of modern living 


It's surprising how Skimpy Wiring 
can get into the designs of even 


the most modern homes! He loves 

look "minimum wiring" codes that 
neglect to provide for ever= 

increasing use of 


who may electrical appliances. 


Skimpy Wiring thrives 

= á on specifications 

þe hiding that do not call for 
at least 100 Ampere 

service entrances... 

in our large enough copper 

y wiring...plenty of 
circuits and outlets 


blueprints Full-powered copper 


wiring adds just a 

small percent to the overall 

costs of homes you build. But 

it's worth hundreds of times its 
initial expense in convenience and 
satisfaction to homeowners. Adds a 
big plus mark to your reputation 
for quality building, too! 


FREE HOME WIRING WALL CHART! Send 

today ,for Kennecott's handy wall 

chart showing typical home circuit 
loads. Use it as a check list when 
planning electrical systems. Write 
Kennecott Copper Corporation, Dept. B-96, 
161 East 42nd St., New York 17, N.Y. 


3 Kennecott 
COPPER CORPORATION 


Fabricating Subsidiaries: 
CHASE BRASS & COPPER CO 
KENNECOTT WIRE & CABLE CO. 
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The Case of the 


Carefree Carpenter 


Here's the case and what's in it for you! 


The Stanley No. 183 Builder's Kit contains a carefully 
selected, tested and proved collection of time-saving, 
cost-cutting door hanging equipment for the modern 
carpenter. Built around the versatile Stanley Electric 
Router, starring here as a hinge mortiser, this kit has 
what it takes for up-to-date door hanging 

The same 34 hp motor that powers the router at 
22,000 rpm powers the new J48 16” jointer plane — 
a real work eater when it comes to fitting doors 

Other vital accessories included in this builder's kit are: 
Router base * Template guide * Straight and circular gauge 
Arbor * Mortising bits (2) e Grinding wheel « Grinding arbor 
Cutter grinding attachment « Door and jamb butt template 
Carrying case * Plane cutter 


Your dealer has Stanley No. 183 Builder's Kit, or write 
Stanley Electric Tools, 400 Myrtle St., New Britain, Conr 


THE STANLEY WORKS, NEW BRITAIN, CONNECTICUT © HAROWARE 
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... and the Round 
Cornered Hinge 


Here's Stanley's famous RD241 hinge. 


With round corners for use with electric mortisers 
Check off the features that make this hinge the 
Standard of the World. 


1. Flat button AD $7 


ae © 

P ee € 
2. Hole in the bottom for quick pin 7 Ai 
removal ol | 
— 


3. Clean, accurate countersinking 
Easily seated, non- rising, lubri- 
cated pin 


Complete interchangeability of 
leaves 


6. Smooth steel, toughened by cold rolling 


Stanley Round Cornered Hinges are available in any 
size or finish desired, in plain joint or ball-bearing, 
either regular weight or extra heavy 

Your dealer has them, or write for details to Stan! 
Hardware, 109 Lake St., New Britain, Conn. 


/ 7 / 1 ! 
REMEMBER |: j] | 1 T] THREE HINGES TO A DOOR 
E 
t& Sh 
STANLEY Ba 
W 
/ 4 


The Stanley Works, New Britain, Connecticut 
TOOLS © ELECTRIC TOOLS © STEEL © STEEL STRAPPING 
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“WAGNER BUILT" 


RUGGED waqner TRACTOR EQUIPMENT 


cuts building costs in hundreds of ways 


When you cut building costs, you increase your 
profits. In a nutshell, that’s the best reason there 
is for using Wagner Backhoes, Tractor Loaders 
and Attachments on your building projects. For 
no other equipment is so versatile and does so 
many building jobs so -well 

Designed, engineered and constructed to stand 
years of punishing use, rugged Wagner backhoes 
loaders and attachments speed construction, and 
save man-hours too. Quickly-interchangeable, 


MEANS 


SEPTEMBER 1956 


“BETTER BUILT” 


job-matched attachments make short work of 
land clearing, excavating, backfilling, clean-up 
and landscaping. They solve material handling 
problems, dig footings, sewer, gas and power 
trenches, septic tanks. They make one tractor 
your best all-around construction tool. 

Check with your nearby Wagner dealer to see 
how Wagner tractor equipment can cut time and 
labor costs on your building jobs. 


WAGNER IRON WORKS, [!905 South 1st St., 


Milwaukee 1, Wis. lev. 5 


Send me more information on Wagner Tractor Equipment 


fora. . tractor. 
imoke) 
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FOR OVER 105 YEARS 


AMERICAN PRODUCT LINE 


American manufactures sheet glass 
with the least distortion and the 
greatest clarity, whiteness and luster. 


LUSTRAGLASS—single and double 
strength for conventional glazing. 


*LUSTRACRYSTAL—economical heavy 
sheet glass for larger openings and 
many other applications. 

MAX. SIZE - 72" height x 120" width 
information on lorger sizes avoilable on 
request 


THICKNESS — 34", 7g", a" 
LUSTRAWMITE—a picture glass of ex- 
ceptional clarity and flatness. 


LUSTRAGRAY—for better television 
viewing; and special glazing. 


BULBS EDGE GLASS—for use as counter 
dividers, wind deflectors ahd 
shelves. 


THIN GLASS—for microscope slides 
and covers. Extremely flat and true 
to tolerance. 


SUPRATEST—2 laminated safety glass. 


PANAL—a fiberglass-réinforced plas- 
tic structural panel. 


WATCH OUR PRODUCT FAMILY GROW 
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"| always thought 


i wea American 


, wew 6193 


— — a 


glass was glass" 
Pd 


"So did I until 


LUSTRACRYSTAL*”’ 


KK SF ALRAARTLLLL LSE LERLEEE UE. 


Here’s crystal sheet glass with benefits you can readily see. No scientific 
tests are necessary to point out Lustracrystal's greater whiteness, undis- 
torted clarity and luster. You can tell it's best at a glance. 
_Lustracrystal also offers a big savings you can see. It is made heavy, 
large and strong enough to be used in place of plate glass for many 
glazing applications. Builders using Lustracrystal have reported saving 
35% on glass costs. 

Look in your Classified Phone Directory for the name of the AMERI- 
CAN distributor in your territory. 

Always specify and use AMERICAN for: 

* True Economy * Dependoble Strength 


* Lustrous Beauty 


american 


WINDOW / COMPANY 
7 PITTSBURGH, PA. 


ARNOLD, PA. © 
JEANNETTE, PA. 


* Crystal Transparency 


ELtwOoOD CITY, PA 
* OKMULGEE, OKLA 


PLANTS 
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Photographed at “HALEKEA,” the residence of Mr 
& Mrs. G. C. T. Remington, Everglades Island, Paln 
Beach, Fla. Architect, Gustav A. Maass, A. I. A. Draw 


Owner's report on rag hr cm im - f RN 


molded plastic drawers: 


ew versatility...unmatched cleanliness! 


Mrs. Remington used over 50 draw can hide." 

ers molded of BaxrLrrE Phenolic Here's proof that these molded 
Plastic in her 1 home. Here are plastic drawers will appeal to your 
her comment These drawers al customers. They give you that “built 


low infinite arrangements. We saved in” sales advantage 


space by using them in closets in the You, the builder, gain, too. Draw 
place of bureaus 14 drawers in ers molded of BAKELITE Phenolic ON 
four closets! And, in this climate Plastic require no finishing, are (OX 


the pla tic elimin ites swe ling ind shippe d ready to install You just idd 


mildewing handles, slide into place. Runners 
The fact that they are seamless and center guides are molded in, the 


helps in cleanliness. I think it is mar- satiny black finish goes all the way 8RAND 
velous that I can take a damp cloth through, and they are tough, durable PLASTI cs 
and clean them without a worry Best of all, the cost is competitive! 

The big thing is that I don't have to For further information, see your 

put paper in the drawers and there building supply dealer, or write 

are very few spots where insects De pt. SF-5 


BAKELITE COMPANY, A Division of Union Carbide and Carbon Corporation MaA 30 East 42nd Street, New York 17, N. Y. 


The term BAKELITE and the Trefoil Symbol are registered trade-marks of UCC 
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LOCK CASE HOLE 
2% DIA. 


THE ALL NEW 
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MASONRY MATERIAL IN SECONDS | * A Æ 
with A CLIPPER MASONRY SAW* / YT 


Kand at the 
Lowest Cost 


and still 
the 
FINEST 


J i A~ IT’S YOURS ON 
wer MODEL, HO | H ANS F R E E TR I A L 
A Model to fit every Budget, ; Order YOURS — TODAY — and discover for 
priced from $265 yourself how a CLIPPER will pay for itself in 
increased profits — from increased production 


Select The CLIPPER BLADE A at lower cost! CLIPPER'S “On-The-Job” FREE 
X — TRIAL guarantees satisfaction at no obligation! 
DESIGNED FOR YOUR JOB zm ' 3 


Ems 


` ; 2 po 
New Triple-Reinforced , fe | | | 
BREAK-RESISTANT BLADES N Si 


Triple-Reinforced . . . in specifications to cut every 1 4 1 - 
masonry material...HARD to SOFT. Another CLIPPER J ONLY Patented Features such as these make 


FIRST! Polk-A-Dot design reduces side friction, de- 
livers maximum power to cutting edge. Break Resist- 
ant — safer — lower cost. 


Masonry Sawing Economical!  "Select-A- 

Notch" — Pressure Equalizer Spring — Wet-or- 

| — Dry Pump and Water Application . . . features 

> WET or DRY ABRASIVE BLADES 0 ' found ONLY on Clipper Masonry Saws! 

Hard — Soft — Porous — Dense . . . Wet or. Dry DT. ` WHY “4 OUT OF 5” 

there's a special Clipper Abrasive Blade to cut any | ABRASIVE 1 - 

masonry material, faster, better with guaranteed low- NORUNT Buy Clipper Blades eee 

er costs. Clipper quality is your Best Buy. SU ; Manufactured under the most advanced Qual- 
DIAMOND BLADES , ity Controls known to the industry. Consistent 

Clipper sells more because Clipper sells Quality. Blade quality . . . peak performance.. Rim to Stub 


after blade, on tile to block, Clipper Diamond Blades ^ . Blade to Blade. 


outperform, outcut and outlast any other blade. De- en by the Makers of CLIPPER MASONRY SAWS 
pendable . . . consistent quality. ] 


and CLIPPER CONCRETE SAWS 


hull! CLIPPER MANUFACTURING CO. 
"EI 2808NE WARWICK e Kansas City 8, Mo. 226x 


| want a Clipper Masonry Send FREE Literature on 

Saw on FREE TRIAL. Clipper Concrete Saws 
and Blades. 

Send FREE Literature on U Have a Clipper Factory 

Clipper Masonry Saws Trained Representative 

and Blades. call on me. 


| NAME 
LY CLIPPER [| ADDRESS 


o» PEN 
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the little touch with the big sales advantage ' 


NEW LOW PRICES ON KENCOVE VINYL 
WALL BASE GIVE BUILDERS A QUALITY F 
PLUS TO HELP CLINCH HOME SALES! 


It may seem a small item to you, but it’s a mighty big thing to the woman 
home-buyer when she learns that the wall base in her kitchen is greaseproof 

vinyl KenCove. She knows vinyl means quality... it means easy cleaning, too, 
mop marks won't show, it won't scuff, it will never need painting. It's a 

quality touch like this that often swings the sale. See your Kentile, Inc 

Flooring Contractor, now. Get the facts on KenCove. Learn how it comes in 
smart modern 212” height (that makes small rooms look larger) and in 4" and 6" 
heights, too. 48" lengths mold to perfect inside and outside corners easily, Write on your letterhead for Free 
quickly, on the job. Tapered top, corrugated back grip tightly; seal joint Key Ring of 5 KenCove Color Samples: 
where wall meets floor. Here's dust-tight cleanliness home-buying prospects want. Saen, Gray, Green, Brown, Sumac Red. 


KENCOVE VINYL WALL BASE by the makers of KENTILE FLOORS 


Kentile, Inc.. 58 2nd Ave., Brooklyn 15, N. Y “Reg. U. S. Pat. Off 


KENTILE * KENCORK * KENRUBBER * KENFLEX * KENFLOR * KENROYAL 
50 
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GED Precast SHOWER FLOOR 


LOWERS COST OF SHOWER CONSTRUCTION 


The new riAT Monterey shower floor has a PreCast integral 

threshold and curb that completely eliminates the most expensive steps 
in shower construction: the built-on-the-job floor, threshold and 
pilasters. Glass filler panels at the jambs replace the pilasters, rest 
directly upon the curb of the Monterey. The FIAT PreCast Shower Floor 
simply slides into place—there’s no need for sub-pan, mortar, tiling 

and hours of costly labor. Try this new shower technique 

that saves you money and produces added sales appeal 


The Monterey shower floor, PreCast of sparkling terrazzo, is 
permanently leakproof and furnished as a complete unit with solid brass 
drain and stainless steel strainer plate. There is nothing else to buy 
—nothing else to install! The photograph shows an excellent and 
economical shower combining the Monterey floor with a glass filler panel 
and door forming the front. Either hinged or sliding doors, 

by others, may be used as the solid threshold provides 

a convenient foundation for the track. 


FIAT METAL MANUFACTURING CO. 
Since 1922... First in Showers / Packaged Showers * Doors * Floors 
Toilet Room Partitions 


TOUR COMPLETE PLANTS: Long u City 1, N. Y.; Franklin Park, WL; Les Angeles 63, Calif.; Orillia, Gatarie, Canada 


[ 
i 


Monterey model available in six sizes— 
rectangular, square and corner designs. 


It’s so much easier to see 
the advantages of PreCast 
Floors than to read about 
them. That's why we would 
like just five minutes of your 
time to show you this cross 
section sample. Clip coupon 
to your letterhead and get 
full information. No obliga- 
tion of course. 


Dept. F. 


FIAT METAL MANUFACTURING CO. 
9323 Belmont Avenve, Franklin Park, III. 


Please send complete information 
on your complete 

line of shower equipment. 

Name 

Company 

Address.. 
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CHASE’ COPPER 
ROOFING PRODUCTS 
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BIG H PR. AROUND ANY HOME ! 


Chase Copper Roofing Products make a hit with downspouts lastingly watertight 

everybody! A hit with homeowners because Chase Chase Copper Roofing Products resist corrosion, 
copper lasts longer, increases the value of any never rust—add years of trouble-free service t. 
home. A hit with you because Chase products in roofs. Chase « pper blends harmoniously with both 
stall faster, keep time costs dowr modern and traditional designs, makes any home 

Chase Copper Roofing Products handle with more attractive 

ease. No special installation techniques are needed For the finest quality roofing jobs with bu 
Simple soldering makes € hase opper gutters and salistactior ET pper roofing produc ts by Chase 


] 
hase 


BRASS & COPPER CO. 
SUBSIDIARY OF KENNECOTT COPPER CORPORATION 
WATERBURY 20, CONNECTICUT 


The Nation's Headquarters for Brass, Copper and Stainless Steel 


Atlante Baltimore Boston Charlotte Chicago Cincinnati Cleveland Dalla enver Detroit Grand Rapids Houston Indianapolis Kansas City, Mo. Los Angeles 
Milwaukee Minneapc Newark New Orleans New York — Philadelphia Pittsburgh Providence Rochester St. Loui San Francisco eattle Waterbury 
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From cellar to roof... 


Chase: copper building produets mean quality 
and down-to-earth installation 


1 CHASE 16 OZ. ROOFING COPPER 
—Of the right temper for fast, accurate 
installation. Makes tighter joints—can 
be solde re d, of IUT SE Available roll- 
packaged in new easy-handling carton 
that helps cut time on the job. Carton is 
extremely compact and easily stored. 


2 CHASE COP-0-TOP—Ideal economy 
material for concealed flashing and 
dampproofing. Consists of a layer of thin 
sheet copper bonded to one, two, or three 
layers of asphalt impregnated building 
paper. Tough, flexible, remarkably easy 
to handle 


3 CHASE COPPER TUBE FOR RADIANT 
HEATING Unsurpassed for quicker as- 
sembly. Ideal for either floor or ceiling 
installations. Its corrosion resistance and 
smooth internal surface assure more 
years of highly efficient service, free 
from rust and leakage problems. Tight 
solder joints made easily. 


4 CHASE METAL INSECT WIRE 
SCREENING — Double-crimp weaving 
greatly increases dimensional stability. 
Can be cut without raveling and lies flat- 
ter for simplified fast assembly. Avail- 
able in bronze, aluminum and stainless 
steel, 


5 CHASE COPPER DWV TUBE FOR 
DRAINAGE — Newly developed copper 
tube that promises to revolutionize 
drainage installations! Meets all indus 
try standards and is so compact, it fits 
within partitions, eliminating furring 
out. Can be pre-assembled on the job. 


costs! 


6 CHASE COPPER WATER TUBE FOR 
PLUMBING LINES — Preferred by home- 
buyers over all other plumbing materi- 
als. Easiest and fastest to install. Gives 
full pressure flow of clean water over 
the years and strongly resists corrosion, 
Won't clog with rust 


7 CHASE COPPER GUTTERS, DOWN- 
SPOUTS — Can't be beat for rugged, 
handsome good looks, as well as the 
structural strength to withstand weight 
of snow and ice. Gives better service for 
decades. Precision made of 16 oz. cop- 
per in a variety of styles and shapes 


Get full information on Chase copper building products 


BRASS & COPPER CO. 
SUBSIDIARY OF KEMNECOTT COPPER CORPORATION 


The Nation’s Headquarters for Brass, Copper and Stainless Steel 


Atlanta Baltimore Boston Charlotte Chicago Cincinnati 
New York 


Milwaukee Minneapolis Newark New Orleans 
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Philadelphia Pittsburgh Providence 


WATERBURY 20, CONNECTICUT 


Cleveland Dalias Denver Detroit Grand Rapids Houston Indianapolis Kansas City, Mo. Los Angeles 
Rochester 


St. Louis San Francisco Seattle Waterbury 
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3 New 


SET NEW CUTTING 
RECORDS WITH SKI! 


Check these famous SKIL Super-duty Saw Features: 
ft * New "Vari-torque" Clutch! 
4 A clutch that really work 


Powerful Super- duty Saus W cn 


in 675, 74; and 
814” Blade Sizes 


These famous SKIL Super-duty Saws are 
especially powered to keep cutting at top 
speed under rugged conditions. They give 
smooth performance—even on problem ma- 
terials like metal, stone, and compositions. 
Yet, for all their power, SKIL Saws are light- 
weight and perfectly balanced for easy, ac- 
curate handling. SKIL Saws have more 
safety features, too! Try the model that best 
meets your needs. Let it save cutting time 
and costs. Your SKIL Distributor will show 
you why more builders and contractors use 
SKIL Super-duty Saws than any other make! 


NEW GOV MODEL 367 
© Makes every residential rafter cut! 


* Free speed, 4750 r.p.m. 
© Net weight, 13 Ibs. 


NEW 7%" MODEL 77 
* Preferred for all-around carpentry. 

* Depth of cut at 90°, 2-3/16"; a1 45°, 1-3/4” * Depth of cut at 90°, 2-3/8”; at 45°, 1-7/8” 
* Free speed, 4500 r.p.m. 
* Net weight, 15-1/2 ibs. 


, 
i completely dependable 
37 
bw 
* New, Improved Gearing! 
Advanced design gives more 
gear contact for highe 
ciency, longer rvice, quieter 


operation 


@ New Heat-Treated Alumi- 
ad OT An num Alloy Foot - 40% strong 


(~ 1 er! Remains true and accura 
v at ba under hardest usi Reduce 
weight two-thirds! 


R * New Contour Handle! Im 
. proved to assure most com 
3 


fortable grip. Avoids strain 


J even throug! teady use On 


Models 77 and £ nl 


Plus these important SKIL quality advantages! 
© All ball-bearing to reduce friction * Full-size top handle for control 
* Blade visible at cut for accuracy * Feot design permits right or left 
cuts © Sawdust blower for clear sighting * Rugged, high-speed uni- 
versal motors balanced to eliminate vibration 


NEW 814” MODEL 825 
* ideal for residential or commercial 
construction. 
* Depth ef cut at 90°, 2-5/8"; at 45°, 2-1/8” 
* Free speed, 4000 r. p. n. 
© Net weight 16-1/2 ths. 


OVER ONE MILLION SKIL SAWS IN USE! 


— ⏑ m cU NS Im  éà 0333 a 


P TT ee 
n d . 


"bore. 
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An all-new 
TRIM SAW 
by SKIL! 


4'4" Model 604 weighs just V as much 
as most 6” Saws! 
The most powerful lightweight saw ever de 
veloped! Ideal as the carpenter’s cond 
—for slicing through roofboard, sheathing 
wallboard, flooring, plywood, plaster, man 
other materials, Cut ertically to 1-5/32 
bevel uts 17 a 45 
only 6 Ibe.! Deptt 


Rips 1° lumber Weighs 
nd bevel adjustments, 


| o 
7 
j pd v 


$ C" ' 
Me ) 
A 4 
PORTABLE TOOLS : 


Made only by SKIL Corporation 
formerly SKILSAW, Inc. 
Factory Branches in ALL Leoding Cities 


MAIL COUPON TODAY 


SKIL Corporation, Dept. AB-96 
5033 Elston Avenue, Chicago 30, Illinois 


in Canada: 3601 Dundas St. West, Toronto 9, Ontario 


I would like a SKIL demonstration and FREE trial of C] Super Duty Saws; 
C] Model 604 Trim Saw 


Please send literature on [ ] SKIL Super-Duty Saws 
[ ] SKIL Model 604 Trim Saw 


Nome —— 
Street 


City — State 


When interior styles change 
will your homes be selling you? 


Installing Milcor Casing Bead is one way to make sure they do 


Interiors with Milcor Casing Bead will be good 

design for years to come. Owners will always 

appreciate the simple beauty that harmonizes with 

modern interior decoration. They like the feeling of `E 
spaciousness that Milcor Casing Bead gives to a 

room. Women are particularly attracted to it 

because it is easy to dust and keep clean. “Be 


Remember that Milcor Casing Bead is an 
integral part of the plaster construction — tied into 
the plaster by expanded-metal flanges. 


The house you sell today builds your reputation 
tomorrow — and brings new prospects your way, 
as the happy home-owner tells his friends about 
“our builder.” 


Milcor Catalog No. 254 is available upon request. 


® 
MizcoR Casing Bead 
\ Cross section of Milcor No. 4 
expansion casing bead. 


4 


"e 
* A et 
* Milcor Casing Bead 
P ix available in a 
2 riety of styles — in 
| sol 2 or INLAND STEEL PRODUCTS COMPANY 
P uing types. Shown ia 
Milcor Ko 4 Expan- DEPT. i, 4025 WEST BURNHAM STREET, MILWAUKEE 1, WISCONSIN 
sion Casing Bead. OFFICES IN: BALTIMORE + BUFFALO © CHICAGO + CINCINNATI + 
DALLAS > Dt m T © KANSAS TY * LOS ANGELES 


MINNEAPOLIS NEW YORK AND $T. LOUIS, 
-182 
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Hall-Mack's new electric Warm-Dri towel rack strikes a bright 
note in bathroom comfort and convenience...with special appeal 
to the lady of the house". It's a convenient and very useful e 
fixture that keeps towels, lingerie, nylons—other items—dry and 
pleasantly warm. Warm-Dri heats quickly and safely, it can't 
burn or scorch the most delicate of fabrics. A wonderful luxury 
for new or remodeled bathrooms. Hall-Mack's Warm-Dri towel 
rack is an item that can be incorporated in a// your bathroom 


Here's the 
newest idea 


fo r you P plans—and recommended with confidence 
Warm-Dri is another original accessory by Hall-Mack—the best 
bath rooms known name in bathroom accessories. When you recommend 


Hall-Mack you can always depend on quality —and the most 
complete selection of bathroom accessories in a price range to 
fit any budget! Suggest Hall-Mack—always! 
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electric 


towel rack 


x I 
L- MACK 
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LJ 
t | / . No. 390 Red signal glows 
: | t z when 50 watt current is on. 
| J e Bars and end brackets are 
S E . heavily chromium plated on 
. | = solid brass. Overall size —26" 
i . long, 13" high. 
f e 
, / kb - 
1 LJ 
J 2 Sold by leading plumbing, tile and 
° hardware dealers everywhere 
oe 5 6 6 % 6% 0 9$60090080000000000900900090002920905956005209094200 
. 
— HALL-MACK COMPANY : 1380 West Washington Blvd, 
CREATIONS IN CHROME > Los Angeles 7, California 
M L] Please send me your FREE color 
: bro f new bathroom ideas. 
HALL-MACK COMPANY : 
LJ 
1380 West Washington Boulevard 2 = = — 
Los Angeles 7, California 2 zs 
ad 
j- 8 — 
e 
e 
. € 20ne state 
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YOU SPECIFY YOU SPECIFY 

pre-drilled no ole any of 4 finis 

32 48 er — Hon 
Strioted 
textured sı 
Sote A 


Between the furnace room Between the cold storage 
ond a blanket of snow. ond the blazing sun 


HERE IS THE 


scientific vapor barrier 
FOR ALL ROOFS 


i 1 7 Y WIATHIAPAOO; 
air In motion  HOMASOTE 


INSULATING. BUILDING 


BOARDS 


— IN SIZES UP TO 
4 
8 x14 


Tue, A WIOE VARIETY 
FORMS AND THICKNESSES 


The final answer to conde 


Ot air Circ ion. in contrast tial, mechanical Jor 3 "OMASOTE COMPANY 
barı ir ventilation, the 1 low r in n c f TRENTON 3, NEW jtasey 
trul —— Pretec Boc 100- 
> Sil 


obler Now thi roughl ested and 
Wilson Air-cor Roof Decking em recognize at once t ; of this long-proven mater 


t complete a | The designin ion of this remarkal product 


1 n m 501 tK 


illustr pic iT t 1¢ thoroughness of research 
and prai | test ach Homasote prodi Th 


pane] 
r Homasote Har ( vised throughout 6 
Gow fresh $ €V1SC hri 18 it all 
pages — di 5 i ndred other construction 
across the entire length : ; s 5 
es. On each pa; this illustr booklet « 
riens 1 f llustrated booklet eve 
. ^ tide in leaicr finds ideas of new construction 
in vapo j i h : l A H 
: 1d Modernization that f | with his qualit ans. As is the 
the primary materials qm inet. 
with Wilson Air Homasote products are designed 


only the finest ser and yet the know-how 
nly complete answer to condensation behind each product makes every one an economy item 
Roof Decking is, in one material, a We are proud of the Hom te Hand 


1 1 i 
ation known, a sound-deadening book, and would like to plac y in your 


lescription can indicate 


ed ceiling. Wilson Air-cor is availabl hands, without cost or ol ligation Kindl 


uL 


thickn sses and four diff nt ce ling 4 iress | J nquif t Departm. It 


HOMASOTE COMPANY M QUSING 
CENTER 


TRENTON 3, NEW JERSEY WASHINGTON, D. C 
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It costs you less 
to build better 
with Olin Polyethylene 


Builders find Olin Polyethylene is of 

great assistance in sidewall construction 
retards paint blistering, peeling, 

staining and helps keep out drafts 


The work goes on at top efficiency even 
in bad weather when you close in with 
Olin Polyethylene 


SEPTEMBER 1956 


Olin Polyethylene protects machines and 
materials even over long periods of bad 
weather. "See-through" quality makes 
equipment or supplies easy to find 


Un 


POLYETHYLENE 


OLIN MATHIESON CHEMICAL CORPORATION 


Light, easy-to-handle, Olin Polyethylene makes a per- 
manent moisture barrier when used in slab, full cellar 
or crawl space construction. Extra wide roll widths 
make the job that much easier. 


Whether it’s used as a moisture barrier, 
protective cover, curing blanket, or 
closing-in material, Olin Polyethylene 
will usually save you time, labor and 
do the job better. 


Unaffected by most acids, alkalies, 
bacteria, mold and temperature 
changes, Olin Polyethylene is a 
permanent moisture, vapor and 
draft barrier. Discover for yourself 
how much better, faster 


MEETS FHA 
MINIMUM 
PROPERTY 
REQUIREMENTS 
FEO 
SPEC UUP-147 
PERTAINING 
TO MOISTURE 
VAPOR CONTROL 


and more economically 
you can build with 
Olin Polyethylene. 
Olin Film Division, 655 Madison Avenue, 
New York 21, New York. 

Write in for details! 

oe »9» D € A4 8 à à 5 „ 


OLIN FILM DIVISION 
655 MADISON AVENUE 
NEW YORK 21, NEW YORK 


Please send me full information on Olin Polyethylene, 
and the name of my local dealer. 


name 
company. 


address 


Nen Losement Medeit 


QUALITY HOUSING AT ITS LOWEST PRICE... 
"OUTCLASSES" ANYTHING IN ITS FIELD! 


RICHMOND HOMES BUILDS A COMPLETE 
LINE OF TRADITIONAL AND CONTEMPORARY HOMES— 
COMPETITIVELY PRICED IN ALL RANGES 


The Standard Line 


low-cost Quality Homes—Conventional Type Framing 
The Magic Circle Group 
Luxury Soles Features in the Medium Price Field 


The Nassau Group 


Contemporary Designs— 
Complete Flexibility of Elevations. Distinctive styling 


The Quality Home, Factory Built 
for Particular and Capable Builders 


More than 1150 Square Feet of 
Low-Cost Living Space 


28 8'x40' 8" 


1“ BATHS! FOUR BIG BEDROOMS! 


Meet a new Richmond Home that is really the quality “CHAMP” of the 
low-priced field! Here is a roomy, four-bedroom house with 1½ baths 
thot offers all the quality, modern styling and individuality of expen- 
sive homes, but of a much lower price. You con offer your prospects 
o distinctive home with greater privacy and controlled family activity 


The “CHAMP” is built from the finest of name-brand construction ma 


terials, and features expert workmanship throughout. Framing is of 
sturdy, full-woll 2 x 4 stud construction—16” o.c. with reinforced 
trusses supported by the outside wolls Fir ond Hemlock No and 
better, are used for oll — ng and trusses. Outside covering is fa 

tory applied. And, like oll Richmond Homes, it is “under roof wilt 


all doors and windows secure in a single day! 
Write for complete information about the "CHAMP' or the two other 
Outstanding, low-cost project homes of Richmond's STANDARD LINE 


The Challenger | The Peerless 


More than 1,050 square feet— More than 1,050 square feet— 
4 bedrooms 3 bedrooms 
All Richmond Homes are of conventional construction 
and offer the finest materials and precision workmanship throughout 


WRITE BOX A 


RICHMOND homes » Nc. 
RICHMOND, INDIANA 
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ONE SHERMAN POWER DIGGER averaged 
1624 cubic yards of excavation an hour, for 8 
hours, for a southwestern plumbing contractor. 
And this figure included time necessary for 
24 location changes! The Sherman is used, 
primarily, for digging water, gas and electrical 
service lines for new homes. 

Here are some reasons why this plumbing 
contractor gets more production from his 
Sherman: Fast operating cycle; high visibility 
around other utility lines; and top-notch bell- 
hole performance. And the local Ford Tractor 
dealer, having sold so many, is equipped and 
skilled to keep his machine on the job, working 
at peak output without costly downtime. 

See your local Ford Tractor dealer TODAY 
for a demonstration or write for Bulletm No. 745 


inc, Royal Oak, Michigan 


“yr s 
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CUSHIONTONE CEILINGS 


| , 
k 
1. Sound conditioning and attractive Ww 
ceiling in one material 
N EW KI N DS 0 F You can build the new comfort of quiet into your homes by 
installing Armstrong Cushiontone ceilings. At the same time 
Full Random* Cushiontone's smart design adds a new kind of 
beauty that ceilings have never had before. Any carpenter can 
C F| 1 N G 8 AD [ quickly put up Cushiontone without special tools or training 
Simply nail or staple Cushiontone to furring applied to joists 
14 S ELL" T 0 d ( M ES and the ceiling is completed. Cushiontone is factory painted 
. a a —M 
Now smart builders can turn ceilings 
int valuable sales feature, instead of just 
à big, blank area that tops off à room 
Two new products made by Armstrong 
have helped develop this idea. One i 
Cushiontone, the smart-looking sound- 
conditioning material that replace 
plaster, dry wall, or other conventional 
ceiling finish. The other is Temlok Roof 
Deck, the new 4-in-1 material that 
mak | eilings practical for 
: H 
pot 
^ b 
d d — 
if A^ 4. Open beam ceiling—and complete 
e "D i ) 
| roof deck —in one material 
— D | lA "m 4 — 
a —— — . If you're building flat or low pitched roofs on exposed beams 
7 va ae ) 72. ou can cut costs up to $250 per house by using Temlok Roof 
| 4A ELE), | A TN HP Zhou Deck. At the same time, you add considerable beauty, com- 
- | L- X 72 * a us ber p isti fort, and value to your homes. Temlok provides a strong deck 
E | "a " — complete roof insulation. vapor barrier. and finished ceiling in 
2 2 1 p "i one material . . . in one installation. Eliminates several old- 
p Qe x style materials, cuts labor time 50%. 
tt 


2. Now advertised in LIFE 


} 


in VOU home: vou can feature the 


new nol netin iling that people in your t n are 
seell ion n Lif Most of vour bx I pect 
are I le W n they see Life-advertised ( 
ior in your homes, they'll be convinced that you're 
offeru | | 1 xtra in home comfort. € niontone 
Is al dvertised in The American Home, Better Homes 
& Garden nd Sunset magazine 

— m 


5. The smart look 
for your new homes 


Roof Deck is 


The moment Temlok 


installed n open beam ceiling is 
aut itl lly created for the room 
| I idmired type of 
ceilin ll ciated only with 
high-priced homes es any home 
feeling « f ter ICLOUSNE 

touct f luxurio rmth And 


Temlok blend tl th modern and 


traditional interi Its painted 
underside needs no further treatment 
an win 0 k H AA rp 


For a free promotional kit on Te n- 


lok Roof Deck and for vour free 
Cushiontone signs and poster see 
you Armstrong dealer or write Arm 
strong Cork Company, 3509 Rider 


Avenue, Lancaster, Pennsylvania. 


Build your new homes with 


better 


to 


campaign 


ether 


ne 


the 


(Armstrong BUILDING 


you sound condition one room o 


will be impressed by the 
And 


( U 1ontone prospect 


homes vomen 


iced atmosphere in your 
lil kitchen filled with ippliance 
vhen appliance noises are quieted by Cushion 
For Cushiontone signs that tie in with the Life 
Armstrong deak 


SCC vou write 


Armstrong address below 


Temlok*' Roof Deck 
Temlok Sheathing 
Temlok Tile 


MATERIALS 


Cushiontone® Ceilings 


several 


like it « ven 


o 


Fou 25 Years... 
ore people 


The famous brand-name door that 
helps builders sell more homes! 


@ Feature The '*OvEeRHEAD Door” in your Model Home to dram- ELECTED AND SPECIFIED BY 
atize and demonstrate today’s outstanding 'onvenienc c W-HOUSE "n 

Let the 100 sq. ft re) of The “OVERHEAD Door” be you ben 
point yu-Sale pr 7 i ior tni tire IOUust MLLLTTTA a 

© Use th oderr ric of The “OverHEAD Door” witt = sont EVENING Posy 


LI 
oa YOUNG of &,; 


Ultronic pi y iraw moi ople to yo Open House B 
€ Write for di ncert a peration in providing thi i T 
pu i iC] A An ] n rag loor | 
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than any other brand! 


And, in 1956, more people 
are buying The “OVERHEAD DOOR” 
j than ever before! 


Only The *OvrERuEAD Door” offers builders so 


many advantages so much servic 

COMPLETE RESPONSIBILITY for the satis- Widest variety of styles—stand- Top quality materials, the most 
factory performance of The OvERIEAD Door,” ard patterns, individualized expert craftsmanship make 
wi talled n Cwert d Door designs—is offered by The The “OVERHEAD DOOR" 
VD I I SS 0 ern . ) " 
waei Hane un Seer we “OVERHEAD DOOR.” America's finest garage door. 


Corporation and its distributors, Each installation is 
guaranteed for one M rvice provided whenever 


needed and parts a ailabl on 2 1-hour notice 


> The “OVERHI Door idvertised in full color 
in Saturday Ever Post and Living, and is th 
garagt door specified by SHow-Hovsi architects in 
Ld these publ tior 
A complete line of doors — Fast delivery, installation of Guaranteed against defective 
i ‘ : " The “OVERHEAD DOOR" helps materials and workmanship 
including Ultronic operation — in a keep jobs on schedule... for one year; expert service 
complete tange of styles and prices. keeps customers satisfied available any time, anywhere. 


America's pioneer and leader in upward-acting garage doors 


OVERHEAD DOOR CORPORATION 
Hartford City, Indiana 


— ſ— 8 H —ů MANUFACTURING DIVISIONS 


Hillside, N. J. Nashua, N.H. e Cortland, N. V. Lewistown, Pa. « Oklahoma City, Okla. . Dallas, Tex. « Portland, Ore 
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Builders save up to 


„00 or more per 
house and 3 to 4 
days working time 


floors for 


WAXED AND POLISHED 


loc a foot! 


HOME BUYERS LIKE BRUCE PREFINISHED FLOORS 


BRUCE 
PREfinished 


HARDWOOD FLOORS 


Now in use in over 400,000 homes 


You give home buyers a finish floor that looks better, 
lasts longer, and is easier to care for when you use Bruce 
PREfinished Flooring. 

These advantages are well-known because they're 
consistently advertised. Bruce consumer advertising on 
PREfinished Flooring this year will deliver more than 
37 million messages, mostly in full color, through 
America's leading home magazines. 

This is your assurance of immediate buyer approval 
of Bruce PREfinished Floors in the homes you build. 


Let us show you how to cut 
floor costs and please home buyers. 


MAIL COUPON 


BRUCE) E. L. BRUCE Co. 


1532 Thomas St., Memphis 1, Tenn. 


Please send information on Bruce PREfinished Floors 


——-— —— i— a i— X — o — — — — a — —— a À— me 


El. 
* [ 
DNE 
* & ve 
ne 
* 


FIRST WITH THE BEST 


SECTIONAL GARAGE DOORS s 
h oh A ; T — o d 
WINFIELD was the first company to produce sectional garage doors i 


made of finest California Redwood the only door that will add the 


mark of distinctic vour finest hom Smooth and easy in operation, i 
Winfield's California Redwood doors are designed to lost as long as : . 
— e wee were — VD VD OD X UD VD GEO 0» 


for LOW-COST MAINTE- 

— NANCE—California Redwood 

=- | holds finishes ond paint 

ji — longer, even under extreme 
| weather conditions! 


Here is distinctive garage door beauty! These attroctive designs are a 

fe f the re Te | ry motif = offers — 

pw o! aised panel carved motifs WINFIELD offers — arranged to RE T ELIE 
specificatio ä ——̃ (— ! 


Send for FREE illustrated 
brochures on WINFIELD'S 


WiN FIE LD Door Corporation ferien fine of putstand- 


ing industrial, commercial 
und residential garage 
MUNCY AVENUE — WEST BABYLON, N. Y. — P.O. LINDENHURST, N.Y door values. x 
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lasonry look like this 


| 


X 


PROTECT IT FROM MOISTURE NOW... 
with durable G-E SILICONE “defense in depth” 


Water cracked this concrete —by getting into the 
masonry pores, freezing and expanding. Keeping 
water out of masonry makes it last longer. A 
simple, inexpensive treatment of above-grade 
masonry, with water repellents containing General 
Electric DRI-FILM® silicones, retards cracking 
and spalling . . . preserves masonry beauty by 
checking unsightly efflorescent stains. Your ma- 
sonry stays cleaner, too, for water can’t carry dirt 
or stains into the pores. And, of course, a water- 
repelling exterior means a dry interior. 


PROVIDES defense in depth 
A water-repellent treatment with DRI-FILM 
silicones is the most durable known—because it 
provides “defense in depth.” Silicones actually 


penetrate masonry pores—get deep inside—where 
they cannot be eroded away. Durable silicone 
protection lasts for years! 


Why not ask your supplier of water repellents 
about silicone protection for your masonry? For 
the names of suppliers using G-E DRI-FILM in 
their products, write to: 


Silicone Products Department 
General Electric Company 
Section 164-1B, Waterford, New York 


(IN CANADA, write to Canadian General Electric Ce., Ltd., Toronto.) 


Paint and Chemical Manufacturers! 


DRI-FILM silicones offer you a profitable opportunity 
to add a superior water repellent to your product line. 
Ask us about them! 


See your ‘Sweet's Industrial Construction & Architectural File” (9/Ge) fer details! 


Progress /s Our Most Important Product 
“GENERAL CD) ELECTRIC 
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THE NEWEST IN 
BATHROOM LUXURY 


New One-Piece Empero 


— — : 
— — 


— — Pon st cisci i 


2 


Here's the latest in fixtures for your 
new bathroom—the beautiful Emperor 
Closet. Its low, massive, one-piece 
design is both distinctive and luxuriously 
modern. The non overflow feature and 
quiet operation set it apart from conven- 
tional units. Precision internal mecha- 
nism assures extremely smooth, trouble- 
free operation. A specially designed 


solid plastic Olsonite Seat is furnished. 


ENGINEERED INSTALLATION — QUIET, DEPENDABLE OPERATION 


TWO BOLT PRINCIPAL —There is no need THE CARLTON —available in either elon- THE PRINCE — a close-coupled design with 
for extra floor screws. The precision posi- gated or round-front designs with syphon reverse-trop bowl. One of the industry's 
tioning of the two bolts assures rigid anchor- jet bowls. These deluxe models are ideal most popular closets with both home builder 
age of the closet —saves time and labor. for quality home installation. ond home owner. 


BRIGGS ‘Beautyware 


BRIGGS MANUFACTURING CO., 300 Buhi Building * Detroit 26, Michigan 


MODERN STYLING 


WITH REAL SALES APPEAL 


Convenience Features such 
as soap-space, concealed 
overflows and anti-splash 
rim contribute greatly to 
the value of Beautyware 
lavatories. 


Modern living calls for smartly styled, 
functionally designed lavatories — and 


PLENTY OF THEM for family needs. 


Here are three Beautyware models 
which can improve your bathroom 
installations. All three offer superior 


quality, durability and color processing. 


Scientific design and manufacture of 
all Beautyware lavatories assure ac- 
curate and simplified installation — 
trouble-free, long-life operation. Gleam- 
ing, easy-to-clean finishes — precision 
brass fittings — and choice of five dis- 
tinctive nature colors — are all strong 


selling features. 


RIGGS Beautyware 


MANUFACTURING CO., 300 Buhl Building * Detroit 26, Michigan 


vou LAN EYL SLAB-ON-GRADE CONSTRUCTION 


WITH PERMANENTLY WARM AND 
DRY FLOORS / 


PREMOULOED MEMBRANE 


the original FRYE VAPOR SEAL 


The popularity and economy of slab-on-grade construction is o proven fact. Its 


feasibility, however, rests on the proper application of a true vopor seal to keep 


@ Excessive Window the slab dry plus a resilient, impermeable perimeter insulation to prevent heat loss. 
Condensation 


Unfortunately the building industry has been guilty of the promiscuous use of 
€ Blistering of Exterior Paint 


permeable materials under the guise of vapor barriers. When purchasing any 


€ Deterioration of Adhesives vapor seal material be sure it meets these Sealtight standards of quality: perme- 
Bonding Floor Finish Materials 


€ Deterioration by Mildew of 
Rugs, Furnishings and Clothing 


ance rating of only .0066 grains per square foot . . . resistant to rot, mold and 
termites . . . strong enough to resist tearing and puncturing . . . expandable . 
quickly and easily installed—Premoulded Membrane has them all 

Don't risk your reputation by using an inferior "so-called" vapor seal material. 
We sincerely advise and invite your comparison of Premoulded Membrane against 
all other vapor barrier products.. . we're sure that once you do you'll also agree 
that there's only one true vapor seal on the market . . . Premoulded Membrane, 

Equally effective for crawl-space or basement installation. 


oe 


ARCHITECTS, BUILDERS, 


^ N “Guardian of the Home" HOME OWNERS... 
* 


ad Remember, the time to “eliminate” 
8 | MANUFACTURED BY destructive moisture is in the origi- 
\ »- nol construction, with the use of 
pà Sealtight Premoulded Membrane 
` 3 W H M EA D OWS j nc and Corktite . . oll other methods 
e f e. e. / d are merely temporory "stop- 
Y gaps”. A complete set of structural 
recommendations (tech-tips) on the 
8 KIMBALL STREET e ELGIN, ILLINOIS applications of Sealtight Products 
is available . . . WRITE TODAY 

for your copy. 
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1956 Builders’ Report: 


smartest uses of gas yet 


24 PAGE U.S. GUIDED TOUR 


Spokane, Wash. 


EVERY YEAR THE GAS INDUSTRY PRODUCES 
MORE GAS AND BETTER APPLIANCES FOR MORI 
PEOPLE. Residential i ow n e Washington, D.C. 
| OWT \ 4 [ ni Ea . sed 4 


F 


Columbus, Ohio 


ABOUT 27 MILLION HOMES USE UTILITY GAS, Boston, Mass. 
brough them by about 470,000 miles o Most of t 


Denver, Colo. 


Dallas, Texas 


IHREI FACTORS EXPLAIN THE CONTINUED 
GROW TH 01 G AS. I a 1 atur ropel [8] h fuel 
leanlir heapness, depen vail Secor n- Chicago, III. 


pplia 


| heating. linings in wate T utra ss ir " 
P i; ute meg Short Hills, N. J. 


ri rd 01 | 
i 


t 


Indianapolis, Ind. 


ALL OF THESE QUALITIES 1 jegreg 

other fuels nd p f f nDiiancec Clearl tf 1 thing n 

that h happened to the i dustr id ti American Pittsburgh, Pa. 
publi ompetitic etween utilities. Wher here local 

monopoh ndoctr ition of ti lilder l | lax Miami Beach, Fla. 


BUT THERE CAN BE STAGNATION WITHOUT 


MONOPOLY. In Texas and Missouri, “gas count we find Madison, Wisc. 
build rs who thi ik th r i iul bli 11 i ( uple of 

kitchen built-ins that use gas. And the loc s companies 

have nó came 10 teach tiem offend Houston, Tex. 


THE FOLLOWING PAGES SHOW WHAT ALERT Tulsa, Okla. 
BUILDERS CAN DO with gas and gas appliances, in re- 


spon to vigorous leadership local utiliti or. indeed. on 

their own initiative. We present houses in ever ection of Los Angeles, Cal. 
the country which embody the latest in equipment in the 

smartest settings. Not all the houses represent all seven uses St. Louis, Mo. 

0 s. But the very flexibility of the fuel, the ease of later 


addition of appliances, has contributed to its growth 
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— 


INTERESTED TRIO: Builder Bob Wid 


HOUSE ON SHOW adjacent to Spokane Coliseum. Note LP gas tank 


man (r) watches Ben Thompson, suppli rear, to demonstrate gas heating before pipeline arrival. Interior, 1260 
of rich variety of tiles foi all-plastic sa. ft. i »mpletely faced wi plastic nan hapes and color 
house, tell plans to Gage Olcott of Dow Exterior gr and chocol hak roof is built up, gravel to[ 


U.S. GUIDED TOUR: SPOKANE, WASH. 


How they took a gamble on gas... 


F ive months before natural gas got through to of builders like Wideman is proving a stimulus. 


the Pacific Northwest, Bob Wideman installed 
gas appliances in the Spokane Home Show “house 
of the future.” During the show's one-week run ir 
late April, record crowds totaling 30,000 inspected 


Once distribution was solved... 


This month's triumphal entry into the Pacific 
Northwest is the final great stride of natural gas 


the house and got an idea of what the oncoming 
pipelines would do for them (the ga: 
a specially installed tank of LP gas) 

Wideman decided to install gas in all futur 
starts. He had fifteen houses under construction a 
the time of the show; all were fitted with gas hea 
and hot water against the coming of the pipeline in 
the fall. About 40 more jobs started since the show 


are similarly equipped 


furnace used 


Gas is booming in the Northwest 


Early in May the Spokane County building in- 
spector estimated that plans of at least half th 
new homes scheduled included gas. The New Con 
struction Department of the Spokane Natural Gas 
Co. reported in June that all major builders and 
contractors who could be assured of receiving 
natural gas had installed or were planning for gas 
heat 

Nearly 400 miles of new mains and laterals are 
being installed to serve the area; about 10,000 
homes, new and old, will be heating by gas this 
winter. And in this tough selling year, the boldness 
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Once the problem of distribution was solved by 
teel pipe fabrication 
vas only a 


complete national network 
latter of time 

The bugle blew in 1946, when Big Inch and 
Little Big Inch, wartime expedients for the move- 
nent of oil to the industrial Northeast, were con 
verted to gas transmission by installing giant com- 
pressor stations every hundred miles. Since 1942 
over 65,000 miles of large diameter long distance 
lines have been laid from the rich oil and gas fields 
of Texas and Louisiana (and now from Canada) 

Ihe expansion program has cost more than $5 
billion, apart from exploration costs, since 1942 
The 1956 budget is $1.6 billion for new construc- 
tion and expansion. The four years 1956-1959 will 
see $7.3 billion spent—assuming a continuation of 
present levels of business. About 96% of thes 
ums will be spent on facilities for natural gas 
systems. The growth of all gas customers in recent 
years has been one million annually 

Every utility faces seasonal demand. Until cur- 
rent developments in gas-powered air condition- 
ing are brought to the mass market stage, winter 
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HOUSE AS MODEL, with permanent foundation, full ba 


at Town and Country addition, now ready for natural 
builde vorking on subdivision benefit from publicity 
is 1 3 Í ing-cooling tests with $97 pe if 1 


(81 


BED RM 
9-3^u2-7 


— 4i-7 — 


ſireplace PLAN SHOWN is of smaller, competitiv 
tv-five version of the show house, without second 
Cor bath attached to rear bedroor Light 
open-plan kitchen is the same in botl 


and came out ahead of the game 


will continue to be gas peak load time. The gas 
industry's problem is not production but storage 
to permit continued use of production and trans 
mission facilities in the slower summer months 
Underground storage in natural caves and old 


mines is solving the problem. During 1955 the 
total reservoir passed the two trillion cubic feet 
mark, according to AGA's fifth annual statistica 
report on underground storage. This was an in- 


crease of 237 billion over 1954. At the end of 1955 
there were 178 storage pools 


No shortage in sight 


Gas people are not disturbed by predictions of 
exhausted natural resources, nor being sup 
planted by atomic energy. Exploration continue: 
ever more efficiently, and the sum of known re 
serves (as distinct from total actual reserves) goes 
up every year. Automobiles symbolize the Ameri 
can standard of living, and the more oil found to 
fuel them, the more gas is found for those Ameri- 
cans when they're home. Last year gas reserves 
went up 12 trillion cubic feet to a total of 223.7 
trillion, even though total withdrawals went up to 
a record 10.1 trillion cf 

Atomic energy? It's coming, and will certainly 
take its place among other fuels. But each, includ- 
ing gas, will readjust to new functions. 


of 
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MOVED TO BASEMENT, successfully demon- 
strated equipment now waits on natural gas 
Carrier furnace has cooling unit. Water heater 
is 52-gal. Day & Night. Kitchen is Tappan. 


HOW UTILITIES HELP SELL HOUSES FASTER 
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How utilities 


U.S. GUIDED TOUR: WASHINGTON, D.C. 


“An entire gas company department 
offers complete and specialized 
service to builders” is the promise, 
and Hungerford Towne by Buchanan- 


Gingery is one proof of successful 


performance in helping builders plan 


SPACE A-PLENTY is mai; g point of Hunge 
I sp I (one 


cok Kec] 0 k 


counsel to xtended 1 r new r€ 

Washington Gas Light Co., in an ad to builder 
Hungerford Towne, near Rockville, Md 

of the first developments in the region to make th 


U.S. GUIDED TOUR: COLUMBUS, O. 


“House of Enchantment” in 15 key 
towns is how Ohio Fuel Gas Company 
displays the latest in equipment, 
builds up the builder. Last year 


85,000 Ohioans saw the seven uses 


of gas at their “enchanted” best 


FIRST DISPLAY HOUSE ready this year is in Columbus 


by G. Ray Mathers. Native stor redwood siding efu 
bished treet light ve tinctive quality of ! to 
full-scal j Ç £ Jol Seidel 
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help them sell houses faster 


BED RM 
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BEDROOM 
I2-6"x 11-8" 


DRESSING 


^ — E 8 — Uf I 4 * 
= LT T * — E ~ | BE 
i | | - 
1 i 
— LIVING q 
23-8'x 14-6" 
NEWEST thermostatic controlled burners, draft-proo 
PT 5 D Ca vint - , 1 
` v ＋ 
) lo W i 
f i r ^ 
4 Mor-S 1 
uP ^ UP l 


D RM 
4 
I 
tf 


28'- 0” 


KEEPING RM 
I8-O' 12-2" 


latest built-in gas cooking equipmer xclusive Ls. — 

Another is Lynbrook in Springfield, Va.. by Mich — 

nick- Maio. Inc., whose James Price (left) is shown CHOICE INCLUDES extra bedrooms and roughed 
with T. C. Stocksdale and C. M. Fletcher. gas con econd b for master bedroom: floor-to-ceilin 
p field n, whose job is to “anticipate every ow alnut paneling at fireplace idit 
gas requirement of new construction gl ( ]ressing-room 


m = ae * = w w a 1 
KITCHN — PORCH ¢ 
15-6 x 10-4" 


LIVING 
20-3x2(-0 


E 


PLAN REALLY HAS FOUR LEVELS. Living. bedroom 


ET two: recreation, family, utili and hom 

mal T cond bath. are on two basement level 

Two ^ | tegrated 

BUILT-INS Tappa ymatic oven and range unit: 
Se 11 Se r refrigerator right Mavtag drye . Res 
wa hea Ir nor and Servel ound air condition- 
ing ce il u mplete "all-seven" gas uses 
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This Garrison Colonial was planned 
**to link modern living with the 


gracious charm of old New England," 


D 


says its designer-owner. New touches 
and modern equipment make the 


South Sudbury home ‘‘complete delight.” 


FIREPLACE in the living-kitchen, with Revolutio > 
sword bolizes owner 1 H: antiquarian interest 
Next to it nless € suilt into knotty | 

f ark 844 € * el Í Se " 


U.S. GUIDED TOUR: BOSTON, MASS 


How gas helps them go 


An innovating split level finds 

itself acclimatized to New England 
by well-chosen Colonial touches. 
Builders DiGiando and Trubiani of 
Wellesley put the newest techniques 
for comfortable living into a 


design that clearly belongs.“ 


HERE IS THE START of one mile of copper tubing. Com- > 
pact new American Standard gas-fired boiler sits comfort 
ably next to Rheem Coppermatic 40-gal. water heater. Ham 
ilton dryer and Western Holly cooking units also u 


c 
g 
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WHITE TRIM accents fine colonial lines 


, at home in township that goes 
back to 1683. Nearby is Longfellow’s Wayside Inn. The doo to garage 
is bad-weather entry to passage to main hall and to screened porch visible 
at rear. Garaj indows unify the design. Builder was K. E. Giddings 


BEDROOM 


* 


SECOND FLOOR 


a b——— -qa i 

25 

J LIVING- a, 
a- duio 

GRGE id 

-O. ] i bd 
E | 

LIVING 

U 2 Cu- 

— A arat — 

FIRST FLOOR 
PLAN shows sound traffic pattern. Large 
size of downstairs rooms makes open 
plan unnecessary, and is matched by bed- 
room at upper rear. Note size of closets 


modern in a traditional’ way 


: " d - : 
— A à oss 4 
-" lo In abo as e , 5^ = 
ur T mie — . 
-L . » eger o. ea 
eom " - - 
2 D ae o. err 


LOW WINDOWS at left mark garage, with two overhead doors on left side 


elevation. Owner, F. G. Sims Jr.. says up-to-date appliances fit in with 
traditional white clapboard siding, shuttered windows and knotty pine cabi- 
neis. Stack serves fireplace in living room, porch, and downstairs den 
SEPTEMBER 1956 


BED RM 
13-4" 16-0" 


BED RM 
13'-4"s (2'- 4" 


LIVING 
18-4128 


DINING 
13-4^x14'-0" 


| 
— C1 
je — 27-6“ — 
PLAN shows how kitchen commands 


view of front entrance. Lower level has 
laundry, half bath, large den. Living room 


window-wall has Andersen Flexivents 
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HEATING & COOLING 


All the old tasks in home heating 
and some new ones are done well 
by gas. And the horizons for bcth 
technical advance and a new market 


cannot yet be clearly defined. 


141 
h I " pl ig both 
! ra j T 0 ) l 
I D It dependab likel ) 
! ! O | t ! juire 
I 1 i 
I neat [ ied [ 
€ r t. VI. C h 
r fut »wer and d to 
fi r d benefiting from ne 
tr i ir rin techr € Or 
ra heat tl 1 hot 
r radi [ 1 n ctor I tea 
hot r of ; ] i ul unit r ir 
standit p I 1 r f 
Witl M iKi it | t 
roi [ M tr Car I , 
V tin v lapt t T 
f [t dard I it ł 
cm d i } 1 igh | 1 
sever mode h D Parade ( 
He S T 
ib i tem t vithout part 
\ | I 1 radiatii 
TI n t I | d 
r [ tr ü O' 1 
cu Denver home. The je pipini 
"arric Water r4 ier OT tand rd 
hil r \ b Mn 1 à tr 
) | nt tl h tube 
fr I i | blower nder 
i | ted ) carried ott f ravity 
G t nt i \ ter but 
& 4 tn "ffe t fli J | j if 
t i i iler ymbination 
T n ecn Juce 
1 Type B ents be used for 
gas heating tead ol isonry chimneys, with 
fire insurance approva GAMA pan phlet 
explain 


FOR MORE INFORMATION, SEE P. 101 


80 


How they keep 


DENVER. Flexible 3" tubes 
, " 1 


€ ool | ) | i xd 


DALLAS. Central location in main hallu off tiled entry 
Say luctwork tti p for r-rour Serv co 

tio I Ameri tyl with higl pitch i roo ind 
] brick W Parade « of Mark R 
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up with advances in equipment 


HOT WATER HEATING & INCINERATION 


The biggest-selling and the newest 
uses of gas are teaming up with the 


furnace in many a basement. 


í = will be a near-3-million year for gas 


water heater ind the biggest year yet 
for ierators | ibo 1955 says 
GAMA. O is brought in for central heat 
i nt onsumption rates help sell th 
pp ( Adequate hot water ipply 1: 
managed either by increasing tank size or b 
st p [ Bu put and t th ulon 
per hour deliver QUICK recover types ) 
Improved controls are doing well for water 
heaters, responding quickly and making an easy 
witch fr bath heat to laundry hea 


FOR MORE INFORMATION, SEE P. 150 


LAUNDRIES 


Handsome and handy, dryers bring 
gas to the laundry as the laundry 


moves close to daily living. 


not because it's wash day. A gas industry 
shows that 59 of homemakers wash 

D h T m - « ` 
clothes two, three, even four times a week. More 


M? y mav still be blue in many homes, but 
sur 


kids, easily available hot water—and the dryer 
save steps and footpounds of energy carrying 
wet clothes to lines now “for the birds 

So find more and more laundry areas on 
builders’ plans close to the kitchen or family 
room. The matched units are too handsome to 
hide. and are to be reached easily for quick 
washi hile something else is going on 


FOR MORE INFORMATION, SEE P. 144 
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CHICAGO. » in harmony for efficiency and service 
Dav & Night t | ind Caloric incinerator flank 
Natior , le! d us |! common velt tem 
Lindgren and Carlson, 


EAST WHITTIER, CALIF. in full view of kitchen and 
family room (to right beyond oven) is matched pair of 
RCA Whirlpool washer and gas dryer in service area of 
Sungold Inc. home, planned by W. M. Bray (see p. 91) 
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- « » ADVANCES IN EQUIPMENT continued 


COOKING AND REFRIGERATION 


Everything but the kitchen sink 

is gas powered, and there are more 
gadgets cooking than you can shake 
a pan at—and they all pass AGA’s 


exhaustive performance tests 


before they go on the market. NEW JERSEY. Mr. Morehouse's Short Hills kitchen | 


Caloric built-in burners foi ün cooking, w 
controls and hypod pilots; Roper griddle; Gaffer & 

* gas range is the most familiar of appli- 

ances, but its manufacturers work hard not 
to let us take it for granted. New devices a 
being tried out all the time, and before the 
win the American Gas Association’s Approval 
Seal, the Blue Star in a white circle, they have 
to come smiling through 600 tests, such a 
calibration of thermostats, evenness of heat 
radiation, incineration of food fumes in broiler 
flam reliability of automatic pilots 

Beside the Seal, there the "CP" varsit 
letter, denoting the most modern featur 

This year the leading de luxe featur 
top-burner automatic control, permitting the 
cook to set a dial and maintain a temperature = 
"Mini-pilots tiny, draft-proof igniters for — -— 
each burner; built-in rotisseries, griddles, deep ON FACING WALL is Cribben & Sexton range dist 
fat fryers; elevator broilers rising to hand wast left), Western Holly oven over a Tappan Crisp 
height when the oven door is opened; roast Ch d D ld-away rs, connected to over 
controls that register meat temperature on the Reiny 1E - 
top control panel, and shut off the heat at a 
pre-set degree of doneness—these are some 
enticements to “obsolescence by dissatisfac- 
tion” that help builders sell new houses 

Kitchen designers have not yet agreed on an 
ideal space relation for various appliances. W. 
present here two examples: one, a spreadout 
work area with a full array of auxiliary equip- 
ment (including a gas lamp for hurricane time) 
in the remodeled kitchen of H. P. "Press 
Morehouse of Public Service of New Jersey; 
the other a compact woman-designed-and- 
decorated kitchen in Indiana, with the all-at- 
hand look of the sharp family manager. Gas 
equipped by Citizens Gas and Coke, it was 


shown in three open house week-ends at the INDIANAPOLIS. Roper built-ins in Jamestown cabinet: 
Gas Model of 1956 and freezer-top Servel have ha work space plus pro 
jecting count op. Mrs. Marion Cassell designs for build 
FOR MORE INFORMATION, SEE P. 122 husband Leo. House sold first day for $48,000 
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ONE OF THIRTY builders who 


joined “Home of Safety” promo 


tion, Roland ¢ rinella (right, with 
wife Iped by Bert Nemitz 
an the company representa — 
, * 
t t 10W j ouse nd str | 


AGA approval of appliance 


U.S. GUIDED TOUR: PITTSBURGH, PA. 


How they sell a safety-angle 


When campaign listed 35 safety 
features for Green Cross emblem, 
utility helped prominent builders 


push their all-gas houses. 


22 to have “safety” and “gas” chime 
together in the public’s mind, John Lam- 
mert, New Building promotion manager of 
Peoples Natural Gas Co.. was glad to help the 
program of the Western Pa. Safety Council, 
local HBA, and the Pittsburgh Press. He 
joined Roland Catarinella of the Catranel Co. 
and Edgar Hagel, State HBA president, and 
son Robert, director of local HBA, to push 
“all-gas.” Hagel house sold the first day at 
829.850 


MULTI-LEVEL construction uses full basement with 
gameroom area, sunken living-dining room. steel 
beams, integral garage, concrete driveway, birch 
cabinets, marble sills (plan reversed) 
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YY HSA $ 
dig PITTSBURGH PRESS ` 
3: SAFETY HOME 


LOOK FOR THE GREEN CROSS 
— —ê 


CATRANEL 


\ | 


— 


CATRANEL “Forecast” model shows builder's liking for 
wood-brick veneer combination. New Freedom kitchen 
and laundry features Martha Washington built-ins, Rheem 
water heater, Bendix Duomatic. Basic price, $16,475 
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How they re 


U. S. GUIDED TOUR: 
MIAMI, FLA. 


People who want gas appliances 
will buy a house with an LP gas 
tank outside, but they'll buy it 
sooner if they can get gas piped 
right through a meter. And the 


big tank need not be miles away. 


STORAGE TANK with 3 of LP gas is | filled 
t la W pr } h U 
will ) | SN 
plant a 
^w as appliances need not wait on the comin | 


J mains with natural or manufactured fuel from 
the big local utilit About 8 million custome 
LP (liquefied petroleum) gas are used to having t 
truck come from town to replenish or repla t 
individual house tank outside 

But Century Construction Co. and other M 


builders have found an excellent sales appe n 
th central suburt : em offered ! he Dadi 
Gas Corp., whose brochure describes "the use of 
MOST POPULAR of Century Co models i “R vi city-type underground pipin which gives t 
with three hedroo patis af i a A suburbat re is without the use of cylinde il 
n es s f m P back of each hom A centra ink (top of page) 
p! nd " : 5 I * w 
is filled by truck fro raster pl f 
individually meterd hoi nearby 
A package proer for subdivisi 
complete installatior [ pipin ind appliance . 
Central water and se re cost the builder 85-600 
total land development cost 51.000 per lot 
SUN RM| Home owners go for the metered and monthl: 
My billing set-up. which includes appliance service 
J There is unlimited peak demand supply and n 
7 “run-outs” or pressure drop. And after the cok 
8 1954 winter the advantage of adequate hom 
heating has been proven to Floridians inv of 
z whom were formerly averse to such thinking | 
|| the same brochure delicately suggests. Century ir 
: ES cludes central heat i x Cutler Ridge model: 
PLAN boas rcula affic pattern to reach an) $14.455 to $16,305 . 
room without going through ther. Siz 130 A standard LP gas cylinder installation is found 
sq. ft. overall. Panel h of en ) ser in the handsome house (right) by H. E. Postweiler 
maste hroom in the 1956 Madison, Wi Parade of Home 
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building with gas beyond the mains 


GAS PIPE and sewage line shown in easement area | inyl floors 

tw à , I n i ll ha n 1 t n Calori j Th CP vatchless over 

She TI WI ) i id p! omatic. Th ] quipped h a built-in 
A 1 forced ce 1 lispo Stoi oon off to th ight 


GAS TANK outside 


Post hom: 

p! 1 ) 
t m 

t 0 pro 

l ywerhar l 

blend Mw 


OPEN COUNTER encourages participation in family 


L ictiviti Rippled softwood cabinets contrast with 
x xt V : 
Iwood paneling at othe de of family room. Preway 
BEDRM | BEDRM 1 ts work on gas from tank outside 
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| e 20-6°x 21-0" T id 
| | 
» LIVING M | 
18-9 14-0" 
LJ — ed 
T€ 47-0" - E PE. ** TU mem enmt 
SMARTLY DESIGNED house h 1453 sq. ft. Family LONG ROOF LINE stressing width of carport contributes 
room featu indoor charcoal grill and placement of TV to suburban touch. Overlapping siding, overhangs, light 
lexibl i Modernfold door opens to include den roof complete an attractive picture, making builder H. E 
sp i oom. Convenient lavatory is off kitchen. Postweiler’s entry one of the most visited in June Parade 
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How they give “all gas’ 


a place in their Parade 


„ Parade of Homes usually comes first labor saving devices caught on hard. 


each year, and in setting a challenge for the Eight of the houses in the Parade gave gas equip 
rest of the nation it also gives a clear idea of trend ment a prominent place. Four of them are presente 
in design and equipment. This May's Parade was here. One of them is the Giveaway House (below 
certainly no exception Houston’s version of the widely accepted method 
Most of the 31 houses built for the show were of publicizing a Parade by offering a completel 
priced at under $20,000, and there was a soul furnished house as a door prize 
satisfying wealth of ideas and architectural variety The Giveaway House represented the contempo 
A control panel headed by the architect firm of rary sector at the show. It was designed by Dun 
Crochet & Carroll passes on all plans of house away & Jones, A.LA , and was built by Tex-Craft 
to be built in the Glenbrook Valley subdivision Builders for the Houston Home Builders Associ 
and a common characteristic of every house in the tion, Parade sponsor. Its functional shed roof is 
Parade was "quality," whatever the style of post and exposed beam construction, with ex 
The public visits a Parade expecting to see what posed insulative decking topped with Ther-M« 
available and much that's new in residential hous- built-up roofing process to turn back ravs of the sun 
ing; this year's Parade fulfilled its obligations in One entire length of the house is a clerestory 
that respect. An important phase of a show's appeal with fixed glass in conjunction with operating alu 
is the demonstration of the most glamorous in minum windows. The Rheem Co., which sponsored 
appliances. Manufacturers and utilities vie for th« the Parade plan book. supplied the Wedgewoo 
privilege of showing their wares, and, once chosen cooking units, the drver, and the central year-roun 
vie to show them off at their best. This year built- air conditioning system. A 15 x 30 kidney shape 
ins and modular kitchen units with a full array of swimming pool is the final touch 


ENT ; 
LIVING [^ ~ 
12-2" i | 


= 
meer, 
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DE 


54-2" — 


GIVEAWAY HOUSE supports air conditioning by good ENTRY from covered porch leads direct to utility room 


r of orientation, blank walls and fences and clerestor and kitchen, with aqua-tinted skylight and bar-counter t 
overhang. Marl used for wall between living area family room. Kitchen plan is open to hall, not to livir 
and bedroom. The end wall of the family room is brick room. Plan has 1335 sq. ft. of inside spac 
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AMPLE CLOSET SPACE is builders boast. Two full 
baths have Ruhl gas heaters. Other appliance e Caloric 
built Hamilton washer and gé iryer, Hotstream 
v heater, Rhee is central heating 
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room ceilings. Roof is iro l skylights. Appliance Bendix Duo 
D a cts J. V. Womack tic 
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SOLID TTV is mark of Bill Williams' $15,000 model, with LARGE KIT CHEN-DIN ING area with Space master 
brick exterior and wall in kitchen, high windows and pro folding door is planned as family center. Kitchen rang: 
tective Ther-Mo white roof. Bath in master bedroom is is by Universal, water heater is Hotstream, gas bathroom 
optional. Design is by architect Joseph H. Reynold heater is Peerless, wash and gas dryer are Hamilton. 
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LAST 
YEAR'S 
KITCHEN 


WINNER of "Con 


| THIS 
BRIGHT KITCHEN, brigl prospects, bright smiles: YEAR'S 
"Buddy" McCune, dad and W. ©. McCune KITCHEN 


FIREPLACE WALI 


panels op 


U.S. GUIDED TOUR: Calori 


TULSA, OKLA. 


How they prove that practice 


ast year "Buddy" McCune experimented in 
L Parade of Homes entry. He put 
gas equipment ith the "Blue Flame 
Oklahon Natural G Co i 
30,000 ited h 
he Woman's H 
f the Year 
ir he tickin ith gas, and 
ient finishing up a spacious ranch-type 
ith $29,000 price-tag on a halt 
| B lar last year's job in stressin 
1 EI. | RECRTN 2 pl innin 1 ndoor-outdoor movement 
; new n additional role to 
garage. In it: the Servel year-round air con 


tioner, Jet ela it heater, work 
BEDRM with natura 


: ht from a fixed glass gable and 
-C- À : 


glass section he overhead door), storage 
spaci nd laundry built 
The McCune house will again be usi 
| ad r U company promotion l 
nodel is still sellins his vear's tie- 
April Home Show sold at least ten ho 
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BUILDER’S OWN HOME tests Parade kitchen layout. New Servel aut ymatic ice-server refrigerator leads eye outdoors 


makes perfect Parade leaders 


* 4 OPEN SHELVES 


BUILT-INS ADD ULTIMATE in 
smart planning: peg-board hampers and 
sliders, closed drawers and open shelves 
—all just step from the kitchen. 


COMBINATION  washer-dryer (well 
received last vear too) allows efficient 
storage in space saved by single unit 
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USED BRICK setting for Western Holly oven goes well 
with brown and tan of tile and wallpaper, and 
birch Abit Oakridge Hor Glendal 


Const ion Co., P Burkhard J 


U.S. GUIDED TOUR: 


SOUTHERN CALIFORNIA 


SNACK BAR is now a standard transition between kitchen 
and family room, but shutters are practical too. Note 
handy wall telephone and hooded island range 
djacent to work space. Bernie Warren, Encino, is builde 


COLOR AND STUDIED SPACE make this Santa Ba 

bara kitchen memorable. Albert West built it for himself 
Brick, white and cork work well with wood and small 
patterned pape Angled half-wall leaves space for desk 


How they "go Hollywood" 


DO-IT-YOURSELF remodeling job by Roger Lyon made 


: " 
the ki 


famil 00 er of 5 ir-old hoi 
H HEFT DIT et 


whit r [ Duor 


90 


*echnicolor dreams may occur to Southern 
California builders at night; but comes the 

dawn, they go out and make the dreams come 
alive in their kitchens. Most of the appliances 
are available anywhere, but two factors seen 
peculiar to the Fabulous Land 

These are a bubbling of new ideas that are 
quickly accepted by the buying public; and an 
enlightened cooperation by the utilities re 
sponsible for most of the pictures on these 
three pages, the Southern California and the 
Southern Counties Gas Companies 

In the great migration westward, home-buy 
ers from Kansas or Coalville toss away old 
suspicions of the daringly new. They may show 
nostalgia in asking for farmhou: olonial. 
rustic ranch or Hansel and Gretel types, but in 
equipment they want fresh ideas 

To keep things bubbling, utilities will supply 
kitchen planning and long-term free service of 
appliances. They help find financing and lend 
quality gas appliances for models. They add 
display signs and brochures, and even watch 
local ordinances and code proposals 
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SMART IDEAS find vehicle in experimental kitchen b LARGE FARM-KITCHEN with snack table permits com- 


i liti ino eiling. wall- hung plete separation from family room (beyond oven), and 


tor wo-way TV > Iso double-pla WI ripool indri l e dining area (beyond wall, left) 
flop-down gas units, dishwas sink, barbecu East Whittier home of Wm. Thompson, by Sungold, Inc 
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FORNIA IDEAS continued 
mn — - 


FREE-FORM KITCHEN adds paneled alcove to one end HOLIDAY KITCHEN 
of U-shaped work area in Don Hansen built was introduced at Oran unty Home Sho 
in La Lomita. Copr of oven ar M & Mer 195 | el. Jetgla 

1 Whirlpoo 


LOTS OF LIVING was n whe le Hu in- GROWING IN POPULARITY i 


Poss Jr.'s "Pei ia € 


Kelly and Ke 


son moved ho 


WHERE'S THE GAS? Pool heating unit is behind YEAR-ROUND Servel air conditioning unit was carefully 
small stake fence, u lded to “Holid Hou: designed into this I ew Estates model in Riverside to 
( la after poo put 1, Heat g à pool lengther in permit SY acce Dili though is isolated on 
swimming on. Burk water heat is by A. O. Smit the living areas of the house 
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They emphasize quality 
with quality-installations 


AMERICAN BUILDER 
BLUEPRINT HOUSE 


M? you ve noticed: the best builders’ houses give the idea of 


quality a double play. As you can see in the photograph above m 234 
Burton W. Duenke Building Company's all-gas house in St. Louis 
County exudes quality in this wa quality of design (cont'd on p. 94) 
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SMARTEST USES OF GAS YET 


U.S. GUIDED TOUR: ST. LOUIS, MO 


and of installation. Shown on the front cover of 
this issue, incidentally, is Burton W. Duenke. di 
recting delivery of a gas appliance into one of his 
Harwood Hills homes. This kind of personal atten 
tion is part of the reason why his firm is noted as 
builders of distinctive houses—distinctive because 
of quality construction and quality appliances 
Duenke uses all-gas appliances in all of his 
houses. Here are some other products he uses 
Active stainless steel kitchen sink; Afco heat 
Briggs fixtures; CertainTeed sheathing; California 
redwood siding and paneling; Economy, Imperial 
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family room. Duenke finds that th angement ha: 
strong appeal in St. Louis. Draped gla opens on 
large b ick vard Din rea located at righ 
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continued 


LIVING ROOM SHARES generous two-way fireplace with 


Litecraft, Marvin and Progress lighting fixtures; 
Efco jalousie door; GE dishwasher; Grant Pulley 
hardware; Gyro faucets; Kentile flooring; Logan- 
Long roofing; Libby-Owens-Ford glass; Mengel 
doors; Modular Homes kitchen cabinets; National 
Gypsum siding; Never-Mar counters; National 
Tile; Overhead garage doors; Premier windows; 
Richkraft vapor barrier; Servel refrigerator 
Schaefer ventilator; Talk-A-Radio system; Tappan 
oven and range; Titus heat registers; Wagoner hot 
water heater; Waste King disposer; U.S. Gypsum 
insulation; Yale & Towne hardware 


ONE OF SEVERAL Harwood Hills models is the “West- 
erly.” As you can see, it has an excellent plan, fine circula 
nicely separated from activity area 
Plan here is reverse of that shown in the blueprint 


tion. Bedroom area 


SALESWISE, the “Westerly” was one of Harwood Hills’ 


most popular models, has commendable design, appear 
ance, 1923 sq. ft. of living area; 385 of garage. On 100 
175’ lot, it sells for $29,700. Lot is valued at $5000 

All photos of American Buil. t house by Robert Hutchinson 


. — 


ENTRY TO HOUSE shows guest closet at left, living 
ahead. Afco furnace and optional air 
onditione nside grill i door at right (color photo on 
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room dire ctl 


floor of enti ince-way 
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VIEW OF FAMILY ROOM with kitcher util KITCHEN i 
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St. Louis, Mo. (continued) 


here are some extra luxury features 
that Duenke builds into his 


all-gas Harwood Hills ‘‘Westerly’’. . . 


1 the “Westerly,” there are many extra feature t ducts of it 
to make | id the other Duenke houses a terrifi Walls and ceili valled, insulated 
lesson for builders. First. Duenke knows that each painted ind trim 
piece ol land has individualit Hi Ojects are lay i XD 


models for the best id planning. Inside, bath: 


bout 10 ) 
ovii rage 
nd fillin | idows n er Duenke touc 


` Ç i ( n 3 11) 


have uxur a ) UO00 € O ( IST er stick 


BATHROOMS in Duenke houses ar 

WHAT lux attractior Ceil | is redwood ar ceiling. D pt 
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ESTIMATING GUIDE IS ON P. 278; MORE ON ADJUSTABLE DOOR JAMB, P. 2709 
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SMARTEST USES OF GAS YET 


CONTINUED FROM PAGE 82 


The latest gas equipment: 
more safety, service, style 


Heating and cooling... 
product trends in three 


types of gas equipment 


What’s new in gas heating and 
cooling? A greater variety of 
styles, including low-priced pack- 
aged units aimed especially at 
large projects . . . more auto- 
matic controls as safety insurance 
. 5» baseboard radiation . . . wall 
heaters without ducts . . . "new 
look" styling and greater heating 
range from the latest in space 
heaters. 


Clog-proof grille made 


of new Metalbestos 


Permanent Belmont Top protection 
again xternal gas vent hazards i: 
offered h clog- proof rill ol 
aluminum ncased in heavy 
gaug s10n-resistant alum 

num fittir Designed to give pro- 
tection unst all kinds of roof 
debris and weath« the Belmont 
Tor iulable in 3” to 8" diam 
eters to fit Metalbestos gas vent 
pil Nf th sizes. Complete line 


offered. From 
William Wallace 
AB, Belmont, Calif 


of pret b eas vent 
Metalbestos Div 
Co., Dept 


Circle No. 9046 on reply card, p. 206 
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One cabinet combines 
cooling and gas heating 


Y | I und tort simplifi d 
with this new cot yation heating 
cooli unit odel 928-128 
Mueller Clim J. Unit, which 
erat« f m hermostat, fe 
ti self -co i coolin CYCIE 
d d fi [ on with a £ 
winter nditic Both in on 
heavy ] zUlate teel cabine 
in Mountain. G n. Mueller Cli 
matrol, Attn. John Rosenthal Dept 
AB Box 101 Mil Nauk W IS 
(€ No. 9047 on p p. 206 


Gas-fired unit designed 
for new construction 


Designed especially for new con- 
struction, the new Thatcher 554 
series of gas-fired winter air con- 
ditioners is described as a budget 


unit. Factory-assembled for easy 
handling and installation, the unit 
comes in heavy gauge steel cabinet 
with maroon and grey finish, is 
compact in size. Other features 
front flue for inspection; quiet 
long life blower he Vy g ug he il 
exchanger; large capacity air fil- 
ter; automatic humidifier. From 
Thatcher Furnace Co., Attn. J. T 
Angell Dept AB, Garwood, N. J 


Circle No 


9048 on reply cord, p. 206 


Air cooled units combine 


with gas warm air furnace 


Temco now offers air-cooled air- 
conditioning units in two, three and 
five ton capacities, designed for use 
in combination with its new gas 
warm air furnaces. Units can also 
be readily adapted to existing fur 
nace installations. Furnaces have 
adequate blower capacity to handle 
air conditioning, feature ceramic- 
clad heat exchangers. Air condi- 
tioning condensers can gc indoors 
or out. Priced from $1,111.12 to 
$1,988.90. More information from 
Temco Inc., W. H. Ferriss, Dept 
AB, Nashville, Tenn. 


Circle No. 9049 on reply card, p. 206 


OTHER GAS EQUIPMENT 


Cooking and refrigerating .... 


Laundry equipment . 


p. 122 > 
p. 144 > 


Hot water heating, incinerating p. 150 > 
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pressure relief valve. Unit comes in 
four differe node & 11 Cr 
SIZE nm spec rder Il light 


compact id corrosion-resistant 
From Laars - Engineers Att 
Thomas Clark 


Dept. AB, 1324¢ 
Satico St North Hollywooc 
Calit 
Circle No. 905 ply cord, p. 206 
Wired and assembled gas f 
unit easy to install è 
[ 
Peerl MM Ferie 1 unit is j 
wired with tomat oni 8 
sembled with cket i rated ies 
facto if ki I ttiom 
0 f! lin l r in 
is I l shid off ) ; 2 
Px € es of is-fired Or P n 
boilers cor n 70. 00 uit 
and 0.000 i inp d Three styles available 
1 lok t { 
11 D un > " 
: for gas-fired unit 
Is con ict 2 e ( 
nom ally ind ) a C It t xtended icket 
struction. Mo ini i n f cket id pack i 
be ybtained from Pee H te ‘ i ertical n 
C« R G P kerto De t AB t j hy e * * i 
À > 
B town, F eral Boile Extended jacket style 
Circle No. 905 ply cord, p. 206 (shown) featur cket design pe 
mitt inst tio f jacket afte 
piping k been completed. Match 
3 t ner 5 a port, inshot 
type id is shipped with controls 


completely assembled. Available ir 
five sizes with inp nging fron 


105.000 to 0.000 btu hr. From 


I ederal Boiler Co Dept AB New 
York City, N. Y 
c No. 9052 on reply cord, p. 206 


Automatic swimming pool 
heater completely equipped 


Completel quipp Laars auto- 
mmin heater is 
yed to t full 
nat din xt 0 
I 1 nv I r heater 
1 iv m t poc 
Y oma ifety pilot Forced air furnace is 
` M | wat for any cost home 
et Mitch, a high limi 
h X. S. M. E New builders model of Mission's 


HEATING AND COOLING continued 


forced air furnace is an economical 


heatin init suggested for div 
dual home well as mi [ 
ects. Completel self-cont icd 
n be installed i Icoves 0 
simil ireas. All contr 
t 1 ssembled with | quefied Det 
m g models equipped t 
100 sh 0 ntrols. Fit 
hit ) u direct li 
bk € j Operatior \ 
Us 1 mmt ventil 
From Mis Appliance Cory 
Attn. J. Miller, Dept. AB, Hyd 
Park St n, Los Angeles, «€ i 
€ No. 9053 è p rd 


Console TV-styling for 


vented heater series 


The Lowboy Continental i 
duced as Ohio Foundry | 
ented rculating heater series 
its Brilliant Fire line. De i 
along TV console lines, le ind 
compact, the cabinet is finished 
beige and taupe baked enamel witl 


gold trim. Series comes in five siz« 
(20.000 t 65.000 btus) all i 
ented, engineered for a typ 
2 s and high Ititude Ope tion 
Safety features include inset heat 


ing section plus ample air insul 
diation surface 


inforcement 


tion embossed 


fo t t 


weather draft diverter. Priced fror 
$59.9 $169.95. From Oh 
Foundry & Mfg Co De pt A B 
Box 191, Steubenville, Ohio 


Circle No. 9054 on reply cord, p. 206 
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AMERICAN BUILDER 


Cas 2 helps you sell 
die ld houses you build- 


Gas appliances cost less to install, maintain 
and use... offer home buyers more comfort, 
more leisure at lower cost 


THE AMERICAN GAS ASSOCIATION 


GAS in the kitchen 


Built-in units fit easily into standard cabinets . . . adapt 
easily to modern kitchen design. They’re perfect for mak- 
ing the most of limited floor space. Builders like the low 
cost, the easy installation 


Free-standing ranges cost less to buy and install . . . come 
in many sizes, many burner arrangements . . . make it easy 
to plan efficient cooking space in any kitchen. And today’s 
gas ranges guarantee perfectly controlled cooking, depend- 
able, economical performance. 


(AGA Advertising Continued) 


No wonder it’s the first choice of today’s 


home buyers. There’s sales appeal in every 
one of these GAS features: 


9 Choice of built mits or free-standing ranges 


in many sizes, many burner arrangements 


€ Instant on-off heat for faster cooking. Cleaner 


and cooler, too 


€ Broiler cooks with live flame f “outde 
y makes sm ke 8 clo ed 


door cooking possible without special filter 


flavor’ indoo 


€ Center mmer flame on ill burner 1 ook 
ing plu 


LJ Ne nee dk pe t pilot light that 


use less ga 
€ Oven-door windows for "eve-cont 


€ Decorator col compact n 


extra eye app il 


And all modernG AS ranges now offer a sen 


tional new automatic cooking de velopment— 
wr | 
Che Burne 
with a Brain 


— 


— 


A sensing element in the burner "feels" the 
temperature of the pan . . . automatically lowers 
or raises the flame to maintain just the cooking 
heat you want. No pot watching; no burned food! 


AMERICAN BUILDER 


helps sell the whole house 


The Servel Gas Refrigerator actually makes and 
serves ice automatically! Exclusive Ice Server 
keeps an ample supply of non-stick cubes in 
their own roomy basket. . . replaces cubes as 


they're used. No more trays to fill, spill, empty 
or forget to refill! 


* 


House builders and 
home buyers like these 
SERVEL features: 
€ A 10-year warranty—twice as long as any 


other refrigerator! Operates as well after 10 
years of use as on the day it's installed. 


€ Lasting dependability—4 million Servel Gas 
Refrigerators have been built to date and 3!4 
million are still in use! 


€ Permanent silence—no moving parts to make 
any noise! 


€ No costly upkeep— because there are no 
moving parts in the freezing system to wear out. 
Real savings on repairs and replacements! 


€ Constant balanced cold—at any one of 12 
temperature levels that best suits individual 
needs. Never any “on-off” fluctuation! 


€ New Color Balanced Styling inside for beauty 
and easy storage identification . . . colorful out- 
side handles in choice of pastel shades! 


Only the Servel Gas 
Refrigerator operates at such 
Only G AS ^ low nd Jut i veli i 
gives such matchless performance 
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G \ S in the laundry 


Automatic Gas Clothes Dryers 
cost less to install, maintain and use... give 
home buyers thriftier. faster service 


j p " »" i Ce Dae, ae ee Pe ee 
" — ge. "c 
| N 


Gas clothes dryers are also available in 
Dries for a penny a load! No other automatic washer-dryer combinations, which do 
clothes drying method is nearly so economical! the entire washing chore for you with 


Safe for finest fabrics! Flow of heated air is just one setting of dials. 
perfectly controlled for gentle, thorough drying 
Clothes can’t scorch, sheerest fabrics dry safely. 


Gas drying is faster! Instant on-off heat...no Completely automatic! Perfect control of tem- 
long warm-up wait. (Other types of dryers take as perature . . self-lighting pilots . . . automatic 
long as 18 minutes to reach proper heat.) shut-off . . the gas dryer "works by itself. 


(AGA Advertising Continued) AMERICAN BUILDER 


— 


helps sell the whole house 


A modern GAS Water Heater: 


the builder’s best buy the home buyer’s first choice 


€ Costs less to buy and install € Costs less to operate. 


l 

| 

l 

| 

| 

| 
€ Easy to install—it can be completely built-in | € Looks good—units may be obtained in colors to 

to conceal controls, piping and venting. match scheme of kitchen or work room. 

€ Available in free-standing units, many sizes. | 

| 

| 

| 

l 


€ Meets the modern family’s stepped-up need for 
There’s one to fit any building plan. 


continuous hot water . . assures the speedy re- 
covery required by modern automatic washers. 


Only GAS B 
gives such matchless performance 
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G AS Weather-conditions 


for year-round comfort, 


A 
— 


Only a Modern Gas Furnace can give you the clean, dependuble heat 
today's home buyers demand. They like its quiet operation, too 
the way it consumes fuel without smoke, odor or residue. And look 
at the advantages a Gas Furnace offers the builder: 


9 Saves money. Installation takes hours instead of days because ducts 
or tubes are standardized. Labor costs are cut way down. 


€ Saves space. Gas furnaces are factory-engineered to fit any house, 
with or without basement. Ideal for modern single-floor dwellings 

» » . adaptable to any floor plan. 

9 Does air-conditioning, too. A modern gas furnace can 

be converted into a year-round "weather-conditioner 

simply by adding a cooling unit. Furnaces and cooling 

units are engineered to work together in perfect harmony. 


(AGA Advertising Continued) 


BASEMENT INSTALLATION 


Pd 


AMERICAN BUILDER 


the houses you build 
extra sales appeal 


Put a great big plus in home sales with GAS for heating and cooling is easy to 
year-round air-conditioning! Use GAS sell to home buyers! 
for both heating and cooling. € Simple to operate—a flick of the switch 
@ Easy to install—only one unit to put changes the unit from heating to 
in, no expensive wiring necessary cooling. 
One compact cabinet saves floor space. Quiet—no vibration noise. 
No fuel storage needed. Safe—uses water, safest of all liquids 
Five-year guarantee protects your in- as a refrigerant. Approved by the 
vestment. No moving parts to wear out. American Gas Association. 


gives such matchless performance 
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A modern GAS incinerator 
puts sales appeal plus in any house you build 


A modern GAS Incinerator 
costs no more than a sink dis- 
poser ... gives you tice as 
big a selling point because it 
does twice the work . . . it 
burns all household refuse 
except metal or glass. 
e Occupies a minimum of floor 
space . . . fits perfectly into 
today's compact planning 


@ No sew ire connections neces- 
sary. May be installed in utilit 
room, basement or garage 


€ Leaves no messy residue. R 
duces refuse to fine asl 
cellent for fertilizer) that 
needs to be removed only 
once or twice a month. 


SELLS ITSELF TO HOME BUYERS 


because it ends smelly garbage cans, dependence 


on disposal services. And modern GAS incinerators 
0 ] 8 operate in most areas for just a few cents a day! 
T ^ 
NIY VA 
v 


gives such matchless performance 
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announces eX 


ompletely 


ilent GAs VALVES! 


complete line...and completely silent 


(/] sizes available for use with or without Plug-in Pilot connection 
Manual operator opti ynal: automatic recycling or non-recycling types 


Va ( 


Absolutely Quiet... the WR CS“ Gas has Plus These Features... All Cs“ valves contain a 


com- built-in filter in the bleed valve assembly. No cha 
in thermostat necessary because valves draw pr 


plunger, no rela ges 
plaints about valve ary 
current of .4 ampere, as do all W-R primary controls 


Easy to Install CS* valves are for use with all gases 


accessible for easy v 
valve lengths mak: And Competitively Priced, Too! 
replace t. Valve bodii 

length as corresponding si 


“Cushioned Power" Solenoid Valve Remember... *CS means Completely Silent 


7 7 
4 vaiiable in 


AY. ven Sizes 


” Small JA" Large 1” Small 1" Large 


Nb WHITE-RODGERS Controle 


Specifications FOR MODERN COMFORT - HEATING + REFRIGERATION + AIR CONDITIONING 


THE BEST | 1 THINGS COME IN SMALL PACKAGES 


| — RICHMOND 
Em WFD-SERIES F 


GAS-FIRED 
STEAM OR HOT WATER 


Among the smallest of all heating units (only 39" high) 
the Richmond WFD gas-fired boiler does the biggest job on 
most residential gas-fired wet-heat problems. A quick check 
of the WFD's outstanding features tells why: 

* Fully automatic, gas-fired operation. 

Wet base permits installation on any (even 

combustible) floor. 
e Gleaming white enamel *Duradized" finish to match 


appliances. 
á * 8 different capacities between 80,000 and 290,000 input 
—4 -= = w BTU/Hr makes possible precise matching of more 
— v installation requirements. 


e Easy to install, easy to service — with top clean-out. 
e Compact design fits almost any available space 


(f Timono | * A.G.A. approved for use with manufactured, natural, 
— mixed and straight propane gases and L- P gas- air 
mixtures. 


e Available with tankless hot water heater. 
PLUMBING FIXTURES DIVISION The WFD is ideal for installation in basements, laundries, 
recreation or utility rooms. It has an important place in 
your profitable future. Write, now, for complete information. 


Rheem Manufacturing Company 
16 Pearl Street, Metuchen, N. J. 


Look to RICHMOND for a complete line—automatic heating—central summer cooling units. 
Other Rheem Products: WATER HEATERS * WATER SOFTENERS * WEDGEWOOD GAS RANGES AND CLOTHES DRYERS -© STEEL AND FIBRE CONTAINERS 


112 (AGA Advertising Continued) AMERICAN BUILDER 


1956 BUILDERS’ REPORT: | — 
SMARTEST USES OF GAS YET 


HEATING AND COOLING combines 


with Wrought Iron Black 


New wall heater forces 
heated air to floor 


New tr 1 1 wall he iters Te: ord 
ing K ry Mfg is a forced 
circulating heat achieved with built 
in ble automatic controls 
Bk wer forc heated air to flo f 
as quicker, better heatin 
rooms mall and medium honies 
Dx ned marily ‘ custom m 
build Floor-Flo is com = 
p cl lesioned id ipts to ny 
thickn in also be in 
stall storage wall with 
fror anel flush with the wall 
M ; x 20" x 11” deep 
P $211.95 to $224.95 | il | 
I K M C Attn. A. J. 
Get D 29 W | 
thorne B I — le 0 Meg i | Easiest to Install 
Circle No. 9055 on reply cord, p. 206 —— f | Realistically priced for the 
] builder 
- Stainless steel or 


t 
— "n | coppertone porcelain 
2 wo- burner or four-burner 


tops 
4 Choice of ovens 


In either sparkling stainless steel or non-tarnishing 
antique copper porcelain accented with wrought iron 
black, Modern Maid built-in ranges give you most 
for your money. You have a choice of three different 
ovens, two different top burner arrangements and 
optional griddle. Modern Maid offers one of the larg- 
est ovens in built-in ranges today, with fully auto- 
matic clock controls, automatic oven lighter and, as 
Added safety features in an added feature, a hood over oven vent to keep 


vented wall heat walls clean. Installation is remarkably easy! Fully 
CEE wan REMETS guaranteed. 


Complete e of Martin recessed 
bà al he * rs ipproved b V 1956 


AGA C ement: offers new | Tennessee Stove Works 
safety featur CHATTANOOGA, TENNESSEE 


ures. Besides positive fire 
Continued on p. 116) 
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^ Ween 
LAVANETTES 


Give Your Homes More Eye and Buy Appeal 


PASTEL COLOR 
COMBINATIONS 


Harmonize with any 
plumbing fixtures=— 


THE QUEEN 


Double luxury with twin bowls, 72 inch 
Formica top, generous 5 drawers, 3 com- 
partment storage spoce 


— 
THE LAVANETTE 


Mest popular builders’ model, 36 inches 
wide, aveilable with left or right hand 
drawers. Gives the bath er powder room 
the extra touch of smartness 


TOLEDO DESK 


THE VANETTE 


Center bowl with 48 inch top, 4 deep 
drawers and 2 storage compartments, pro- 
vide a place for everything 


THE PRINCESS 


Designed for project installations, ently 
JO inches wide. Avoilable only with white 
cabinet and gray Formica top 


& FIXTURE CO. 


(AGA Advertising Continued) 


Next to the kitchen, your 
bathroom planning, the 
color decor and conven- 
ience features exert a 
greater sales influence 
than any other room in 
your homes 


That's why more and more 
builders are using com 
plete factory assembled 
Beauty Queen vanities to 
add an extra touch of 
smart glamor. 


Whatever size or priced 
house, there’s a model of 
Beauty Queen Lavanette 
ideally suited for greater 
eye and buy appeal. 


Write today for color 
literature. 


é/ ay e. 
4 2 3 DA 
Fi 


MAUMEE, OHIO 


AMERICAN BUILDER 


MODEL 385 
MODEL 384 


Bryant Suburban Downflow 
Model 384 and Upfiew Model 
385. Each in three sizes— 
75,000, 100,000 and 125,000 
Btu/hr. Built-in Dreft Diverter, 
Bryant Diaphragm Valve and 
Pilot, Cast iron Drilled Port 
Burners, ‘*Straight-Through’’ 
Heal Exchanger, Built-in Side or 
Bottom Return. 


SUBURBAN FURNACES FOR BUILDERS 


JOB-SITE 
SIGNS 


PERSONALIZED 
BROCHURES 


make your homes easier to sell! 


Two brand-new Bryant Gas Furnaces—downflow and upflow, each in 
three popular sizes—are ready for delivery to homes being built right now. 
Loaded with Bryant features and carrying the famous Bryant brand name, 
they are low, low priced to help sell your homes faster . . with a 
minimum investment. You'll be delighted at the rock-bottom cost of 


these handsome, dependable units. Ask your Bryant Distributor right 
now for a quotation! 


PROMOTION HELPS TO SELL YOUR HOMES 


MODEL HOMES 
ROOM CARDS 


PUBLICITY 
PROGRAMS 


OTHER BRYANT BUILDER PRODUCTS 
INCLUDE CENTRAL AIR CONDITIONING 


* 


NR-COOLEO & 
WATER COOLED 
MR CONDITIONERS 
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A wide range of hard-hitting promotion helps are on hand to enable you 
to give star billing to the Bryant name and the finest in heating and 
cooling equipment. They talk product advantages while they tell the story 
of your homes. They are tailored exactly to your needs whether for use 
in a model home or in advertising to draw prospects. Available through 
your Bryant Distributor who will assist in preparing your complete 
program, if you so wish. 


CALL YOUR BRYANT DISTRIBUTOR TODAY 


for complete information 


or write 
DEPT. AB-9 
48 MONUMENT CIRCLE 


Indianapolis 4, Indiana 
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stop 1s-tight flue con- 


nectio nd tistact oper 


around flue, ; 
ition 


of ers i Ory | put 


flue tet 
ha tre 
busti 
control 
35.000 
M irtin 
Atti 

Hu 


Heater installs without 


ducts or electricity 


Saf-Air wall heater « 
installed without chimne 
lectricity. It will provi 
new Holiday gas boiler eite oe mca gis eal gas heating for 


111 nome 


Ruf ed C st H * l ict n mi on r ^ aie n t H M 3 if Ai & 
hoi the n Holid i Corp l t tyr fuel 
madi L i pall 

prim 


Cast-iron construction for 


yr 


tem 


- 
-THE FINES 
E FIRST-T m 


AS 


TH 


t 1 — 


VITROLINER CHIMNEYS—The Logical Choice! 
Vitroliner is not only the first and Pioneer Chim- 
ney but still the finest quolity-built class “A 


Chimney on the market for one and two story 
homes and buildings using all fuels. 


The Home Owner enjoys a neat modern design. 
His Vitroliner adds distinction to the appearance 
of his home. He also enjoys the safety and long 
life VITROLINER provides. 


The Architect hos flexibility and choice. He can 


Of courso, Vitroliner provides complete chimney 
specify 2 types “E” and 1 for ceiling or base- 


functions, venting combustion gases from Heat- 


ment installations—3 Designs, as illustrated 
above—5 Diameters (6", 7", 8", 10", and 12") 
for correct sizo—UL listed for 4 Fuels—oil, gas, 
coal and wood. The Builder prefers lightweight 
Vitroliner (10 to 15 ibs. per ft.) which is easy 
to handie and quick to assemble. 


: ing Plant, Water Heater and in- 
"SW cinerator. 
*. 


For fast quotation, send vs "X", 
"Y" dimensions and flue di- 
ameter. 


investigate this nationally occepted quality chimney— 
write for literature today 


CONDENSATION ENGINEERING CORPORATION 
3511 W. POTOMAC AVE. CHICAGO 51, ILL. 


AMERICAN BUILDER 


— Ba Or ee ee 


It takes a touch of sales glamour to move even the nicest- 


looking, best-built house. And Hardwick built-ins are the 


sale-closing frosting on the cake. High-style Hardwick gas 


oven and surface units offer the homemaker more in 
styling, performance and durability, yet cost you less. 
Install Hardwick Built-In Gas Cooking Units — let them 
sell for you. 


Hardwick Advertisements 
appear in full color in 
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No. ! 


in the country 


in Gas Built-In Ranges 


because PREWAY 
helps builders cut costs 


You can't become No. 1 in any field on talk — and that's par- 
ticularly true when you're selling cost-conscious people like home- 
builders. To succeed here you need specific FACTS . . . black-on- 
white figures that you can prove, such as styling women like, per- 
formance women want, and initial cost plus installed cost that spell 


out unduplicated economy. 


Well, we have the FACTS that say PREWAY gas Wallchef and 

Semel NO —— P^ Counterchef units can do more for builders than any other make of 
I - rae i 

1 built-in range . . . and there are an awful lot of home builders around 

who see it this way, too. Their convictions, reflected by their orders, 

have carried PREWAY to the front in new home construction using 


—gas built-in cooking. 


You owe it to yourself to investigate this remarkable record — 
to see and know what PREWAY quality and PREWAY engineering 
stand for . . . and what these FACTS mean to you. Full information 


will be sent to you, gladly. Just write 


— 


MODEL 789 IMPERIAL COUNTERCHEF — Finished 
in gleaming stainless steel. Lifetime guaran- 
I — pene in handy spillover trays. 
Foolproof pilot lights, equi with special 
gas Filters. Instant — — -— 8956 Second Street N. 


Acceptable to F.H.A. — V.A. Wisconsin Rapids, Wisconsin 
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In the nationa! march to more modern homes, you as a builder 


in step with your customers. You have to be 
Similarly, Temco is in step with you and with them—offering the finest 
automat heating ts available its that fit perfectly the latest 


architectural trend 


1 


These two are special favorites of many builder: 


Temco's Automatic Gas Wall Heater! 
Temco’s Automatic Gas Floor Furnace! 


* Easily, inexpensively installed. € Carry written warranties on Temco's 
A | 4 ^ 
* No duct work or excavation required. G Choj heat exchangers 
* Operate with equal efficiency on nat- @ Approved by A.G.A.; guaranteed by 
ural, manufactured, or L. P. gas. Good Housekeeping. 


Specify Temco and keep in step with the growing 
popular demand for the best in completely automatic gas heat! f TRADE MARE 


TEMCO, inc. 


NASHVILLE 9, TENNESSEE 


MM a 
S" Guaranteed by 
Good Housekeeping 
wt 


— RR 0€ 


Temco, Inc., Department B-914 
Nashville, Tennessee 


Please send me catalog and full information on Temco 
Automatic Gas Wall Heaters and Floor Furnaces 


Gad Healing Srecialeslt et the Nalionr™ 


Namo . TR 


Firm Nome 


Address 


"THE COMPLETE LINE OF GAS HEATING EQUIPMENT" 


ROOM HEATERS + FLOOR FURNACES + WALL HEATERS + UNIT HEATERS 
WARM AIR FURNACES AND AIR CONDITIONING 


ne Zone State . indian 
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HEATING AND COOLING | 


1956 BUILDERS' REPORT: 


CLEVELAND 
HEATER'S 
(Continued from page 116) 


j tion, and discha I roducts of firepl ices and mantles with onlv an 
combustion directly outdoors. In eight- or nine-inch depth is this N 


three sizes, from 14,000 to 30,000 19 Shallow Loe burnine 


Os 1 unn m 
ANNIVERSARY btu input, heat extends only f »t & Richards. Unit 
| ches from l. From Stewart inches from front to back vid 
Warn »., U. S. Machine Di nd 19" high. Unive t 
| Attn Norm Gill De p! AB, concealed behind big front ! 


| Lebanon, Ind suitable for all gases and h 
it of 20.000 btus. Control 


SMARTEST USES OF GAS YET 


Circle No. 9058 on reply cord, p. 206 
eft, partially concealed by f 


Stick Gas upply can b ht 
under unit or from back. O fin 
—ͤ — 11 43 in Ww hi birch 


Strait & Richards Inc., Attn. R. I 
Cleary, Dept. AB, 23-41 Se 


—Á 

— — 7 

— — St Newark 8, N. J 

— — 

— — 

— — Circle N 9060 on reply cord, p. 206 
— 


N 
777 
[TEE 
HE 


Unit takes natural, 


manufactured, mixed gases 


[he Penn gas-fired boiler-burner 
init AG \ ip} 10 * | 1 1 1 | 
n ifa J X , 
1 
Uni ] 
2 Space heater fits new 
n , All ha N dei construction or remodeling 
dnd Economic heating for a wid 
B | Í w construction ar ( | 
i , applicat 18 si ' 
b i p ^ mak« Duo-Therm's “M 
~ 1 I I P 
B M icturin 0 r : P » L- E 
Sen E s | A ^. Morrison, Dept. AB, | siena y ; 
BI The water heater built in anticipation ws P atic operation and ea 
, 1 u 1 11 hi 
of TOMORROW'S needs | Vendi : M REM 
B. Best by service test | burner port. Hi 
for 50 years | enamel finist lv clea I 
trical necnanic hermos 
WHEN YOU FURNISH REX WATER HEATERS, n dh 
YOU SUPPLY THE TOPS IN: ig. Output 23,000 btus. Fron 


* PERFORMANCE 3.95 t 95. Appliance Dn 


Motor Wheel € orp Attn. L. V 


E 2 . i 
22 N x "o dertill, Dept. AB, Lansing, Mich 
© SAFETY f Os 
LI EFFICIENCY 1, " Circle No. 9061 on reply card, p. 206 
e VALUE š , em s 


Wiite for your copy of the Rex catalog 
without delay. 


FOR MORE ON GAS HEATING 
AND COOLING, SEE PAGE 80 ) 


THE CLEVELAND Shallow log burning unit 
| HEATER CO. 
2310 SUPERIOR + CLEVELAND 14, ONIO 
ö | Specially designed for very shallow GAS PRODUCTS continue on p. 122) 
120 AMERICAN BUILDER 
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fits in pre-fab fireplaces 


NOW A, 1e holly 


Dueen of the Westen Ranges 
the leader in style 
and design 
brings 


aartceee 


ore ere 
2 . 
INL C 
— — 


the new... 
practical... 
king size... 
built-in... 
ROTARY BARBECUE = BROYL OVEN 


Outdoor barbecue flavor with indoor broiling ease! 
You can enjoy backyard barbecuing the year ‘round 
with the NEW WESTERN-HOLLY "Easy-to-clean" 
“Easy to operate” Built-in motorized rotisserie. 
WESTERN-HOLLY’S NEW KING SIZE Rotary Barbecue 
Broyl-Oven gives you more baking and broiling ca- 
pacity than any other oven. 

WESTERN-HOLLY has the only built-in Barbecue Oven 
with a Built-In window . . . Actually see your food 
cooking and browning without opening the oven and 
letting the heat and flavor escape. 


LOOK FOR THE ROUND WINDOW... 
for the NEWEST-LARGEST-KING SIZE- 
Built-In Rotary Barbecue Broyl-Oven. 


NATURALLY IT'S GAS 


Queen of the Western Ranges 
CULVER CITY, CALIFORNIA » McGREGOR, TEXAS 
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1956 BUILDERS’ REPORT: 
SMARTEST USES OF GAS YET 


Cooking, refrigerating 
... What's new in gas 


kitchen equipment 


Gas cooking and reírigerating 
equipment offers many former 
“quality extras” in new low- 
priced models . . . roto-broilers, 
double ovens, automatic controls 
both for easier cooking and safety 
color trend in refrigeration 
continues, now moving inside the 
unit . . . wider range of cabinets 
for complementing kitchen ap- 
pliances. 


Hi-Broiler Barbeque in 
new line of gas ranges 


I lore nce Stove has 
new  Hi-Broiler B: 
Model 74020, in the popular 
priced field. Rang n be sup- 
plied with the automatic Roto- 
Broilerque at small extra 

Mode the equivalent 
double oven range in only 3¢ 
floor space features sé parat hi 
broiler, Baker's Arch baking oven 
deluxe backguard with condiment 
shelf and light. Equipped with tw« 
12,000 btu and two 9,000 btu top 


list $189.95 


announced its 


beque Gas 


range 


Alves 


burners. Suggested 
after trade-in allowance 
Florence Stove Ce 
1154 Merchandise 
54, III 


From 
Dept AB 
Mart 


Chicago 


Circle No. 9062 on reply cord, p. 206 


COOKING AND REFRIGERATING 


Combination of cabinets 
adds to kitchen convenience 


Combination laundrv and playroom 


completes a Republic Steel Kitchen 
designed by Ohio Fuel Gas Com- 
pany of Columbu l'riple-duty 
room with sturdv wall cabinets pro 
viding storage space fi 
doubling sete illow 
wile t 
al the 


come in 


yr tov nd 
house 
ch youngsters 

same tim Steel cabinet 
riety of Harmony Hue 
workir case of gas sur 
face range un i other kitchen 
appliances. Upper and lower stec 


cabinets come in wide ns yf 


sizes and combinations. From Re 


public Steel Corp AB, Can 


ton, Ohio 


Dept 


Circle No. 9063 on reply 


Colors move inside new 
gas refrigerator line 


Servel now offers a new look in 
refrigerators, this time moving 
decorator colors inside the model. 
The new 1957 refrigerators 
now available, feature interiors of 
ctangles of pink 
ellow and blu gainst a light 
grey background. Also featured in 
the models are increased food 
capacity, thicker, more 


V irying-sized V 


spacious 


doors, and a single-door "auto 
matic ice server" model. Five 
Servel's seven gas models will ha 
separate-coil two-zone freezing 
tems. Servel Inc., Attn. Jack Hev 
son, Dept. AB, Evansville 20, Ind 


Circle No. 9064 on reply cord, p. 206 


mu 
il 


Installation easy for built- 
in ovens, cooking units 


Built-in gas range units, both over 
nd cooking, recommende 
Wincroft for their ease of ins 
tion and service design. Units ce 

in satin chrome, whi 
nd colored porcelain finish, ha 
utomatic top burner lighte 

iron top burners and oven burnc 
Also feature non-fog glas 
door, porcelain interior finish 
tric four-hour clock 
for ven temperature 
chrome main front 
to $199.50. The Stove Work 
Attn. T. A. Prouser, Dept. AB 
Middletown, P. 


choice of 


thermost 
contre 


From $179.5 


Circle No. 9065 on reply cord, p. 206 


Top burners and griddles 
with full automatic control 


Wilcolator’s Panatrol top burner 
control makes possible the same 
temperature control and economy) 
of operation now available with 


t 


(Continued on p. 130) 


AMERICAN BUILDER 


Revolutionary Rheemaire 
---a new kind of home air-conditioning system 


2 . - EPET = f 
‘e ! Sir I 


p mE 


Here's the biggest news for builders and buyers ever! 
The Rheemaire from Rheem an entirely new kind of 
cooling for the homes you build. Complete home cooling 
you can install faster than ever before—and sell faster 
to all your buyers. For every objection to existing units 
is designed out of the amazing new Rheemaire. 

It takes up no usable space indoors, eliminates the 
noise problem, and needs no costly recirculating system 
or cooling tower. It ties right into the existing ductwork 
of the homes you build with forced air heat, and adapts 
to others. One- or two-story homes, with or without 
basements 

Rheem did it all with a new Air-Film Condenser that 
nearly doubles compressor capacity, and new pre-charged 


Write to Rheem on your 
company letterhead for 
an illustrated booklet and 
full information about the 
amazing new Rheemaire. 


Rheem Manufacturing 
Company, 

7600S. Kedzie, 
Chicago 29, Illinois. 
Dept. AB-9 


that cuts operating costs almost in half! 


refrigerant lines with quick-connect fittings. No flare 
connections—no system evacuation or charging—and 
no need for refrigeration mechanics. 

Hard to believe? Rheemaire was thoroughly tested in 
homes of all types and sizes in the hottest parts of the 
country —through one of the hottest summers in history. 


YOU CAN RELY ON * ANUFACTURING 


COMPANY 


Seattle * Houston Chicago e South Gate, California. Sparrows Point, Maryland 


$1000 CAPACITY GUARANTEE 


Here's complete protection and positive proof, that the new 
Rheemaire is thoroughly dependable. So carefully has it been 
tested and proved, that Rheem has guaranteed the Rheemaire 
to operate at its rated capacity. It's the only guarantee of 
its kind that you can offer your home buyers! 
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Majestic THULMAN 


| | 
means SELLING TIME GAINED -A 3-WAY 


| 
| 
| 
| 
| 
| 
l 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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Better CHIMNEY 


MORE ATTRACTIVE and EFFICIENT 
TOP HOUSING 

All aluminum, painted and embossed 

for realistic brick appearance. Adds 

beauty to the roof! Effective rain cap. 

Increases attic ventilation! 


BUILT IN CLEARANCE 

OVER ENTIRE LENGTH 

Building materials of all types can butt 
against the triple-walled casing 
ample clearance is built in! U.L. listed 
for all fuels. Lifetime aluminum and 
stainless steel 7" flue 


HANGS ON JOISTS — 

NO SPECIAL BRACING 

Slashes costs in both economical price 

and amazingly easy erection. Base 

hangs on joists . . . no footings or 
special braces. Lightweight sections need no cut- 
ting, fitting, or mortaring. One man can put it 
up in two hours or less! 


LÀ = 1 
Call your nearest The Majestic Co., Inc. | 


ve n ko THE QUICKLY | RUN Dealer or write 433 Erie St., Huntington, Ind. | 
INSTALLED 


GAS or OIL FIRED PACKAGED UNIT sse Time and Money ... Avoid Mistakes . . Use 


SIMPLIFIED 


CARPENTRY ESTIMATING 


HERE IS EVERYTHING YOU NEED to know to “take 


VENKO arrives fully wired and assembled— 
ready for immediate installation . . . eliminates a 
delays due to missing parts and wiring problems 
substitutes time spent in difficult installations with time 
spent in profitable sales. Besides which, VENKO'S trim 


off" a bili of materials from set of plans and specifica- 
[tions for a frame house. Saves you time figuring jobs, 
| protects you against oversights or mistakes that waste 
materials and cost money. Nothing complicated—just 
use simple arithmetic to do house carpentry estimating 


: : with this easy-to-use ready reference handbook. 
r „ hot CONTENTS: Estimating Fundamentals. Foundation 
make for tried ‘n true customer satisfaction—bigger | Material. Framing. Exterior Finish. Hardware. Build- 
business for you. ing Information. Estimating Short Cuts. Labor Hours 
per Unit of Work. Carpentry Mensuration. Mathemati- 
* — — OF HEAT AND HOT HEALTHY HOT cal Reference Tables. Stair Estimating. How to Plan a 


House 
@ FUEL-SAVER — economical to WATER HEAT — 


— 1950. 5th Ed. 304 p. 123 illus. 60 tables. 5x8. $3.75 


e FULLY WIRED AND ASSEMBLED 
(as illustrated) 


e FITS THROUGH A 30-INCH 
DOOR in easy one-man han- QUICK as 


dling crate HELLO AND 
e d TO FIT THE MODERN GOODBYE 


nationally advertised 


1 Plants: Jersey City, N. J. * Dover, N. J. * Trenton, N. J. : | 


WATERFILM BOILERS, INC 


a division of L. O. Koven & Bro., Inc. 
154 Ogden Ave., Jersey City 7, N. J. 


(AGA Advertising Continued) 


FREE EXAMINATION COUPON 


Simmons-Boordman Books, Dept. AB-956 
30 Church $t., New York 7, N. Y. 


Please send me a copy of Simplified Carpentry 
Estimating. If after 5 days trial | am not fully 
satisfied, I'll return it and owe nothing. Other- 
wise I'll keep the book and send $3.75 pius 6 
few cents for postage and handling in ful! pay- 


—— 2 — 2 4 


2 Meh Ct. 
0 SAVE. Send $3.75 with your order. We pay 
postage, handling. Same trial terms. 


— 24e ) — | 


—— :: 0 


AMERICAN BUILDER 


| BUYERS 
MAKE 
TRACKS 


through your homes! 
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Buyer traffic is the key to selling homes. Perfection’s ingenious 
“Guaranteed Comfort" Home merchandising program gets 
the prospects out ... gets them in to your homes .. . then gives 
them an extra reason for buying from you. You get the jump 
on competition. 


Take advantage of Perfection's model home advertising and 
merchandising . . . ask your Perfection heating contractor 
about it. Then watch the protective sheathing on your floors 
collect buyer tracks . . . not dust. 


And remember Perfection furnaces with Regulaire give you 
the advantage of the only exclusive in the heating business. 
Complete summer cooling, too. 

Perfection dealers have the reputation for competent, cost-wise, 
trouble-free installation. Perfection guarantees it. Perfection 
Industries, Division of Hupp Corporation, Cleveland, Ohio. 


Pértection 


AUTOMATIC HEATING « SUMMER COOLING » HEAT PUMPS 
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A look at the 


THE BUILDERS— 
Coleman heating 
and cooling units fit on 
all jobs — whether 
Blend-Air or Vl 
conventional \ 
duct systems. 


Coleman lend -A ir, Heating and Air Conditioning, 
Coleman’s fabulous Vit-Rock Water Heater 


They give a house more worth. They convince a prospective buyer that you in- 
stalled the finest — for better health as well as comfort. Coleman is a brand 
name they’ve seen in Life, Saturday Evening Post, Household, Better Homes & 
Gardens, American Home, and other leading magazines. Coleman has been a 
famous name since 1900. It’s another way of saying “quality” in home heating 
and air conditioning. For Coleman exclusives, like the Blend-Air system, give 
the owner value that lasts. 


These are some of the reasons why more homes heat with Coleman than any 
other brand — why your homes will sell faster with Coleman. Get the whole 


story. Write for complete product information and Coleman's attractive “1956 
Home Builder's Merchandising Program." 


Manufacturer of world-famous Coleman lamps and stoves — 


(AGA Advertising Continued) AMERICAN BUILDER 


America’s fastest selling homes 


| bg 


THE OWNERS— 
; happy because 

| Í Coleman Blend-Air 
gives them low-cost 
j 

heating and 
cooling plus 
value that lasts, 


Give buyers the best in home heating — yet 
keep cost to a minimum. The Blend-Air Trim- 
Boy has the features of furnaces costing much 
more, plus the flexibility of four different 
models, upflow and downflow ...for basement, 
crawlspace or slab type construction. No other 
furnace compares in space-saving ...compact- 
ness! TrimBoy fits in smallest closets—80,000 
B. T. U. model takes only 234 sq. ft. of floor 
space 


Coleman VIT-ROCK 
Water Heaters 

. . with exclusive rock 

lining thot can't rust. 
Bocked by the industry's 
strongest. guarontee — 
10-year $500 Warranty bond! 


Add cooling now or later. Plenum cooling units 
fit either upflow or downflow models. 

The Coleman Co., Inc. Dept. AB-167 
Wichita 1, Kansas 


Please send me Coleman's exclusive 
“Home Builders Merchandising Program.” 


Coleman 


Name. 


The Coleman Company, Inc., Wichita 1, Kansas 


Firm Name 


eS 1 Co, ee 


leader in heating and air conditioning — RUN, Se s 
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m Grocloralws BOILER 


BOOSTS 


L . L 2 
d Ed | | | A HEATING PLANT 


dressed up 


for eye appeal ! 
IN YOUR HOMES AT NO EXTRA COST! 


Beneath the trim colorful jacket of this Federal allows the luxury of hot water heat at no extra 
Gas Boiler lies a power-packed heating plant. De cost! Give your houses extra "saleability". . . insist 
signed and built by leading specialists in the hot on Federal Gas Heating! 


water heating industry . . . the Federal Gas Boiler 


sf % 


fp Bolte FEDERAL GAS BOILERS ADD THESE EXTRA SELLING FEATURES: 


yw LUXURIOUS HOT WATER HEAT! The ultimate in heat- 


ing comfort and at no extra cost. 


UNLIMITED DOMESTIC HOT WATER! With Federal's 
oversize built-in tankless coils 


DESIGNED FOR... LOW COST of 
GAS HEATING ! 


Both boiler ond burner in RU cuan, ECONOMICAL HEATING! With low consump- 
Federal Gos Boilers are de- tion of gas. 


signed especially for use with 

natural, manufactured or w FUTURE AIR CONDITIONING POSSIBLE! W'ith a Federal 

mixed gases. System, future installation of summer air conditioning 
is possible in a number of ways. 
TRIM UNCLUTTERED APPEARANCE! Gone is "cellar 
clutter” of old style heating plants 


M BASEBOARD Perfect Profit-moie 
S^. RADIATION for Federal Boilers! 
—— —À à 
—————— 


SOLD THROUGH PLUMBING AND HEATING WHOLESALERS ONLY 


BOILER CO., INC. GRANITE & west STREETS è MIDLAND PARK, N. J. 


PRODUCING ANO SELLING MORE RESIDENTIAL STEEL BOILERS THAN ANY OTHER MANUFACTURER 


(AGA Advertising Continued) AMERICAN BUILDER 


KITCHEN 
CHAMPION * 


(IT COMPLETES TODAY'S ALL GAS KITCHEN) 


| | | 
MR. BUILDER: satisfied | | | 
customers tell and sell the ad- - | f, | 4 
vantages of COLE AUTOMATIC } | (f| ( 
VENTILATING RANGE | ) 


HOODS. Minneapolis-Honey well 
Micro-Switch and thermostatic | 
control — washable aluminum 

foil GRESTOP Filter—increased 
horsepower electric motor with | 
overload protection and new | 
Torrington fan with pressure- 
type blade. 

Approved for FHA, new 
home construction in beau- 
tiful Antique Copperplate, 
Coppertone, Stainless Steel 
or White. A style and price 
to fit every need. 


TV 7 T It's Automatic! 
It's all in the nameplate 


1 2 
| COLE manufacturing company 
: OF AUSTIN, TEXAS, INC. : 
. ‘ : : 705 Raymond Street * HOmestead 5-5451 
Mail this coupon NOW for : 


Catalog and Specifications. 


NAME O suner 


ADDRESS 


O ARCHITECT 


„ % „ % %%% % %%% %%% %% %%% „„ „0% 
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P tre f I 

a € and "st 
Ope ! 

stand 0 WI her 
m t ten 
peratt al Ww 

to flow he | ner. As the cook 
in nsil eal ! sensin 
hb becom heat | controls 


the flow of gas to the Di rer. Wi 


colat Co Attn. P. McCauehe 
De pi AB New if k ^ € 
I th N i 

€ N 9066 on ply card 206 


Storage wall fits with 


gas appliances 


To complement the kitchen and its 
gas appliances this St. Charles 
storage w all which offer ix feet 
of space for hard- It-away 


items. Illustrated abo storage 
wall with deep slidin helve 

shallow lidin tra evolvin 
shelve idjustable helves. On 
un levoted to cleaning tools 


and supplies anc quipped witl 
hooks and shelves for th 


purpe 
Not pen above re three com 
partments for standard or rot: 

tray Ample drawer space below 
From St. Charles Kitchens, Attn 


Homer Price Dept AB, S 
Char 3. III 


Cir No. 9067 on reply cord, p. 206 


New stove hood assures 
cool, odor-free kitchen 


A cool, clean, odor-free kitchen is 


130 


COOKING AND REFRIGERATION continued 


assured by the makers of Rangaire 
Kitcher tove Hood. Easily in 


stalled in new € »mplet« d con 
truction th ndercabinet hood 
promises efficient and trouble-free 
)pe ation Cooking fumes, dors 
tc. are quickly d quietly 
moved at approximately 300 € FM 
by R ngaire squirrel-cage-typc 
blower Othe features toggle 
witches frosted light panel, 


chrome trim, permanent type alu 

minum foil filter removable for 

easy cleaning. From Roberts Man 
facturing Co., Dept. AB, Cle 
urne, Tex 


Circle No. 9068 ply «ord, p. 206 


Ventilating hood planned 


for ease of installation 


Simple installation of this under- 
cabinet kitchen ventilating hood i 
promised by Cole Mfg The new 
Champion ha elf-contained ex 
haust unit, comi n 42” and 36 


iths, has center venting to allow 
the fullest possible use of upper 
binet space. Just seven inches 


high by 18 in. deep, the unit has an 
utomatic switch for exhaust opera 
tion, pull chain for lighting, comes 
| either white or copper. Informa- 
tion from Cole Manufacturing Co 
Attn. F. Goode, P. O. Box 4103 
Austin, Tex 


Circle No. 9069 on reply cord, p. 206 


Built-in cooking tops 
in a variety of finishes 


To meet various 
mands for the built-in cooking top 
Magic Chef presents its unit in a 
variety of sizes and brushed 
chromium as well white porce 
lain. Burners have low btu pilot 
lights i tra’ o catch 
and a movable splashback to pro- 
tect the cabinet. Flexibility of in- 
stallation permits placing them 


decor ating de 


spillo í 


wherever needed in the right num- 


ber. Matching oven units fit 24 
kitchen cabinets, has auton 
timer. From Magic Chef, In 
Dept. AB, 1641 So. Kin H 


way Blvd., St. Louis, Mo 


C No. 9070 on reply card, p. 206 


S 


— 


* a- 


i | 
: | 


Broiler and rotisserie 


can be built-in 


Built-in, casual convenience is sug- 
gested by Madsen Range with its 
Char-Rock broiler ombination 
for the kitchen. Unit, which h« 

to desired temperature with all 
type of gases s easily built-in to 
kitchen or patio installations. Cooks 
without the smoke and odors of 


charcoal Cool control panel 
chrome-plated broiling grid 
stant burnin pilot Stainles tec 


baked enamel finish, optional 
lifetime Char - Rocl 
coals. I $74.95 from Madsen 
Range Co Attn. John Ferlir 
Dept. AB, 2430 E. 30th St., I 
Angeles 58, Calif 


Cir No. 9071 on reply cord, p. 206 


MORE COOKING REFRIGERA- 
TION EQUIPMENT, P. 144 b 


AMERICAN BUILDER 


Consun shels of No sorting or separating—just Drop it- Can be installed anywhere a class “A 
garbage and trash in 1 hou Set it—Forget it—that's all! flue is accessible 


No unsanitary garbage can or unsightly 
trash burner to mess up the yard. 


The ONLY home in- 
cinerator bearing both 
the Good Housekeep- 
ing Guaranty Seal and 
American Gas Associa 
tion Approval 


«Uu uuum 


* &, 
S" Guaranteed by v 


Good Housekeeping 
<T — 


31 oven 


PUTS A BIG SALES PLUS IN YOUR HOMES 
Your customers will like the fast, easy way the 
CALCINATOR HI-INPUT disposes of both the 
daily household garbage and trash. 


You'll like the easy installation and the BIG 
sales boost it gives your homes. 


MAIL COUPON TODAY 


| 


[] 

| CALCINATOR CORPORATION | 
| 28TH AND WATER STREETS, BAY CITY, MICHIGAN | 
l Gentlemen: Please send complete information on the Calcinator | 
| Hi-Input Disposal. l 
l name l 
| COMPANY NAME 
REET i 
I arm rn aa E 
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If some building terms 


PUZZLE YOU... 
| " 


you can't miss | 


i... this is a book 


ou need! 
hofft with Packets 


By 
Herbert R. Waugh 
The NATIONAL- U.S. PACKET Wen L. Budbenk 
all-in-one... automatic 
HOME HEATING UNIT attords 
outstanding features you can | 


Former instructors in con- 
struction ond building 
trades, Bridgeport, Con 
necticut and Cincinnati 
Ohio schools. 


422 PAGES 
turn into profits pisa 
OVER 12,000 
4. ADAPTABLE TO ALL LOCATIONS ... with any | TERMS 
form of forced hot water heating ... radiant panels... | ome 
radiant convectors . . . baseboard heating . . . and HUNDREDS OF 
radiator heating ILLUSTRATIONS 
2. LOW INSTALLATION COSTS . .. Packets are BEING SURE f the c 
factory-assembled and shipped as one unit comprised meanin any building 
of burner, boiler, domestic water heater, controls, and te 
all accessories. Only simple connections are required. n ] wit 
3. ELIMINATION OF SEPARATE HEATERS.. m oves the 
built-in water heater eliminates the need for a separate = n be 
water tank and heater with their attendant installation positive regarc ling the meanings of : 
costs. c t an a 
@, EFFICIENT USE OF SPACE. . . compact size : 
conforms with modern arrangements of using space in W l vi 
effic iently. 1 i 4 p 4 n 
S. ECONOMICALLY PRICED...1ow first cost makes t they ^b tur sen T. : j 
the Packet suitable for homes priced within the book of defi h : id 
budget range of a huge segment of buyers. i | i 
S. WINS CUSTOMERS AND PROSPECTS ... it a it 1 
Packets provide the heating comfort, heating economy, P “The Handbook of Building Terms and Definitions. 
and plentiful domestic hot water that home-owners , € d " — n 
need and enjoy. They're smart in appearance and 
their white enameled jackets harmonize with all deco- 1 Handbook ot Building Terms and Definitions in a 
rative schemes P z tely six by nine i 
- p Sp 1 ation is given for eac 
word. A y $5.00 postpaid, this is a book 
which 1 ilding is try can afford to be wit 
| out. Order you py today oupon below. F refund 


| [AMERICAN BUILDER BOOKS AB-956 
30 Church St., New York 7, N.Y. 


enclose remittance ot $: 00. Please sen id me pc stp d. one copy 
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How to pick the Built-In Range that will sell hardest for you 


J. Vie the built-in with the most features. Builders tell 


A. Have the widest choice of cook-tops possible. Why be 


us just anv built-in won't do the trick any more. Toda our limited to just a few arrangements? Suburban offers the widest 
prospects know v features to look { .and only nationalh choice of cook-top variations in the built-in range industry. 
advertised Suburban has so many. Features such as smokeless f. Be able to sell dependable performance. Suburban's 
closed.d t it n Yodels . .. full size, fully automati vstem of quality control lets you assure your prospects of more 
eve emovabl idle with extra burner underne . dependable, trouble-free performance than any built-in range 
roti A Ve I 10 Wife-Saver features in all! I r offered. 

2 Pick the built-in with the most eye-appeal. Suburban . Cet the full Suburban story. Suburban is more than a 
Stainless Steel, Copper-Tan and 7 smart decorator c "ive range —more than a built-in. Builders acclaim it as one of the 
ve lest ¢ line in the indust And notice Suburban’s hotte elling tools in the housing market today. The coupon 
sleek, str ined appearai [nterchan; olor panels, too! be vill bring complete information. Mail it now! 


g by Robbins 


Get FuLL Detats Now—At No Opuication! 
Samuel Stamping & Enameling Co Dept. AB-96 Chattanooga, Tenn. At no ob- 


- ligation to me, please send complete information on Suburban Built-In Range 
suburban —— — —— — — — 
Se Y tl il Firm. — — a — 
America’s Finest Buitr-iN. RANGE See... — 

Up. State 
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Close the sale 
... in the kitchen! 


New Universal 
Built-in Gas Range 


Easier to install! Easier to service! Easier to sell! 


You put dramatic new sales appeal 
where she can't resist when you make 
the kitchen truly modern with this 
new Universal Built-In Gas Range 

Custom built to Universal's famous 
standards of precision and perform- 
ance, these brilliantly-styled oven 
and surface units give her every 
modern cooking feature right where 
she wants it. And she can choose from 
sparkling white, brilliant yellow, 
brush chrome or shimmering copper 


another fully automatic 


From your standpoint, too, Uni- 
versal Built-Ins offer many practical 
advantages. Surface units are easier 
to install because leveling problems 
are quickly solved by concealed ad- 
justment screws. Complete oven- 
broiler units fit flush without extru- 
sions. And servicing is simplified by 
removable surface plates and burners. 

Ask your Universal representative 
for full details of this new home- 
selling feature, or write direct today. 


22 > /M 
Gos Range by 


Cribben & Sexton Co., 700 North Sacramento Boulevard · Chicago 12, M. 
(AGA Advertising Continued) 


Standard 24-inch cabinet or counter 


top is ideal for surface units. Each 
is equipped with two full-size 
burners, convenient front control: 


Entire unit fits flush without gaske 
Levels by handy adjustment scre 


1 — 


Oven-broiler unit is complete, com 
pact, fully automatic. Big 17-inch 


precision oven and radiant broiler are 
Fiberglass insulated, fully venti 
Installation conceal M scre 


behind seamless stainless steel strip 
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Match plastic counter to plastic floor— 


1o Sell More ! 


Gold Seal NAIRON* “CORRELATED COLORS” 


STANDARD 


Sell the kitchen that sells the home! 


Homemakers can’t resist the beautiful harmony of NAIRON ful,” “Living For Young Homemakers,” “Life,” and 
Standard plastic color-keyed floors and countertops. Espe- "Look." Cash in on your share of these pre-sold customers! 


cially vhen you point out the almost unlimited possibilities 
SPECIFICATIONS 


For Floors: | Nairon Standard 6-ft. wide yard goods over suse 
Gold Seal NAIRON Standard for floors and walls, and 0 t " ler-floors. Install Nair Standard 9" x 9" 


for custom design the outstanding wear... the easy care! 


Nairontop* forcountertops make a time-saving, work-saving — * 


team Their ti nooth surfaces seal out dirt make r Walls: Ins Nai 


over smoo Ils 
clear ng so easy. Grease ‘rime and spills wipe up with 1 Countertops: | i Jairontor er smooth face orking areas 
rbleized tile and rd goods, 11 


damp cloth. Household acids and solvents won't harm them 42" widths in 7^ Marble” and8 


Floors are quiet and comfortable, countertops muffle the clat 
ter of kitchenware. Decoration goes through to the backing 

Color correlated Gold Seal NAIRON Standard Plastics 
have been seen by millions of readers of these outstandin 


FOR THE LOOK THATS YEARS AHEAD 
magazines Better Homes and Gardens," House Beauti- 


7 1Y NN ) um ) (R) 
FOR HOME OR BUSINESS: = — ( O — IR 
INLAID BY ARC eum + Nairon* Standard + Na ^ : ) ; ^" — p 


RESILIEN rk » Na 


tances Unos - Achat — FLOORS AND WALLS 


PRINTEL R AND WALL ( ERIN 
AND BROAL M 


OQ 1956 CONGOLEUM-NAIRN INC., KEARNY, N. J. 
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For love at first sight 


In kitchens, high-style natural wood is the thing to capture the 
hearts of your feminine prospects. And, among natural woods, birch 
seems to glow with a special "come-hither" warmth—as in this 
kitchen with its completely modern Curtis natural birch cabinets 
On the practical side, simple, uncluttered cabinet surfaces like these 
are easy to keep looking their best...require the minimum of care... 
withstand the hard knocks of constant use! And Curtis wood cabi- 
nets may be decorated as desired by the owner—and changed at will. 

Curtis natural birch kitchens have good looks in full measure— 
and for maximum convenience they are ‘““woman-designed.”’ 


CURTIS 


W O O D W O R K 
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Some sales-making features of Curtis kitchens 


Pull-out trays 
These convenient trays are 
made in widths ranging 
from 15" to 36”. All trays 
are made with depths of 414". 


Opens on both sides 


Two trays and sliding table 
are accessible from both 
sides in this unit—an attrac- 
tive, modern convenience. 


! ei 
Over-window cabinets 


Small cabinets over the win- 
dows provide extra storage 
space for seldom-used 
articles that every home has. 


Women love this unit 
Swing shelves installed in 
base square corner unit—a 


dramatic, eye-catching 
feature that multiplies space. 


No *'scrambling" 
This Curtis pan unit with 
tray at top and sliding wire 
shelf is made in 9 widths... 
12" to 36". Real flexibility! 


For fruit and vegetables 
These sliding bins may also 
be used for pan or other stor- 
age. Extremely handy — pro- 
vide quick accessibility. 


Swing shelves 
For use in a square corner, 
these swing shelves utilize 
the entire storage area. The 
inside shelves are fixed. 


Tray storage 


Always useful...a unit with 
sliding tray and removable 
dividers. Made in 12" and 
15" widths for your choice. 


show her a CURTIS kitchen 


Made like fine furniture, these sturdy wall and floor 
cabinets embody the work-saving features women 
say they want most. That means such modern 
features as revolving shelves, swing shelves, pass- 
through shelves, slide-out bins, special units for 
pans and cutlery —and a host of others. 

And for you, Curtis cabinets have a special kind 
of convenience. They are made in sizes to fit every 
shape of kitchen, large or small. They come as 


CunriS 


WOODWORK 


Heart of the Home 
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cartoned units, ready to join together in almost 
any arrangement. Installation time is kept to the 
minimum a big help in reducing costs. 

Curtis kitchen cabinet units are sold by leading 
lumber and building material dealers in most parts 
of the country. Complete information, literature and 
specifications on Curtis kitchens are yours for the 
asking. Mail the coupon— or get in touch with your 
Curtis Woodwork dealer soon. 


———— —— 


Curtis Companies Service Bureau 
200 Curtis Building 


Clinton, Iowa A B-9-56 


Please send booklet on Curtis kitchens and tell me 
where I can buy them. 
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Why do 
top builders 


LOOK TO 
LENNOX 


for product 


superiority ? 


TIT. 


TU 


| 
[| 


it's the world's most complete line of warm air heating and air conditioning 
units made by the pioneers in the science of conditioning air 


In one out of every nine new homes across the 
nation, you'll find Lennox equipment—forced 
warm air heating, air conditioning, or both 
And for a very sound reason! Lennox makes 
properly-designed equipment for any home, 
regardless of its size or design: units for base- 
ment, attic, closet, utility room, or crawl space. 

Take heating: there are up-flow, down-flow, 
horizontal-flow units (capacities of 70,000 to 
225,000 Btu's), using gas, oil, coal, or LP gas 
Take cooling: there are air-cooled and water- 
cooled units in two- to six-ton sizes, that use 
the same blower, filter and ducts as the heating 
system. All are engineered so they're easy to in- 
stall, simple to service, economical to operate 


Look to Lennox for superior service, too. 
More than 5600 factory-trained dealer-experts 
—one right in your community—are waiting to 
serve you. No headaches for you. Your Lennox 
dealer helps you plan, installs on schedule, 
even helps you with your promotion efforts. 
And /ook to Lennox for selling support, with 
exclusive national ads that sell home owner- 
ship, and tested promotion kits that help you 
turn home-owning interest into sales. Send 
now for the new Lennox merchandising kit, 
prepared by experts, proved by actual use. 

Product superiority, dealer service, selling 
support—three good reasons why you should 
start looking to Lennox, today! 


it pays to do business with through more than 5600 dealer-experts 
jet * 
Coeg Me: 


2 


ts 


Lennox Industries, Inc., Heating and Air C 
bus, Ohio; Ft. Worth, Texas; Los Angeles, Calit 


/ 


i 


h 


il 
3 


MANNA 


HEATING — AIR CONDITIONING 


nditioning, founded 1895: Marshalltown and Des Moines, lowa; Syracuse, N. Y.; Colum- 
Salt Lake City, Utah; Decatur, Ga. in Canada: Toronto, Montreal, Calgary 


An automatic sales clincher 
for home builders... 


he Bendix Gas Duomatic! 


WASHER-DRYER ALL IN ONE 


Builders coast to coast are installing Bendix Gas these economies against the low builder’s cost for 
Duomatie Washer-Dryer combinations—advertis Duomatics and you will find that the extra sales 
ing them—selling them as a plus that proves the allure it gives your homes costs very little indeed. 
homes are geared to modern living 


E Automatically washes —then drys in one cycle. 
This completely automatic washday appliance 


consistently helps move homes. Six out of ter The Bendix Duomatic is the perfect all-in-one 
housewives, in a national survey, wanted Bendix machine that needs no watching whatsoever. With 
Duomatie as their next washing appliance. Hun- just one setting the Duomatie takes over the job of 
dreds of thousands have been installed in the four washing and drying clothes to perfection. Uses less 
years since their introduction water; less detergent. Women want its work-saving, 
5 money-saving features 

Gives you a "Laundry Center" to advertise. 


, : : : For more detailed information, write to Depart- 
Advertise the fir t-floor location of the Bendi 


Duomatie as a step-saving modern feature of you dide: 3 
homes. Use this appliance as a closer. It sells fo ances Division, Avco Manufacturing Corporation, 
you and at low cost 1329 Arlington Street, Cincinnati 25, Ohio, 


ment AB-100, Crosley and Bendix Home Appli- 


Economies for builders . . space saving, too! 


* 
Bendix Duomatie eliminates set-tubs; requires no D — ry ci ix 
complicated installation; needs no finished base 


ment, Saves space, too. Fits snugly into floor plar HOME APPLIANCES 


as no separate washer and dryer “pair” can. Re DIVISION OF AVCO MANUFACTURING CORP. 
quires only 36 x 26?4 inches of floor space. Figure CINCINNATI 25, OHIO 
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Strongest way to 


bring on the buyers... 


t 
16 — a 


Sell with a brand name they know and want! 


I" today's competitive building market, you want 
all the sales sock you can muster. The kind of 


pull-power you get with Mueller Climatrol all year When they ask about GAS heat. e 
sir conditioning! COME BACK WITH THE BEST! 
Think about it. You offer the appeal of luxury 


along with the down-to-earth pleasure promise of vie a, tae ^ mere 
full-time comfort conditioning. And you do it with o^ ese secet dim ctm 
Mueller Climatrol — n reputation for quality that Mueller Climatrol Guburh. 
doubles the impact. anaire* heating unit. Choose 
Want a more complete look at the rosy sales from highboys, lowboys, hor- 
possibilities? Write direct, or... izontals, counter-flows and 
year-round air conditioners 

See the man from (shown) ... for natural or 
manufactured gases. All this, 


4 plus a host of sales- 
swaying features: up- 
draft design . . . super-sized blowers 
... and deep-drilled, cast iron, raised 


port burners — each design-mated 
Dept. 96, 2021 W. Oklahoma Ave., Milwaukee 15, Wisconsin to the unit in which it's installed. 
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the national promotion to provide the 
“HOME” show audience with homes 
that are the last word in popular ap 
peal, with every convenience that 
American men and women want. 
Three "houses that HOME built" 
are actually complete on Long Island 
and many more are being readied 
for construction and sale throughout 
the nation . . . and, of course, every 
"house that HoME built" features 
Caloric Built-In Gas Ranges . . . the 
tops in selling homes. 


and HUGH DOWNS 
on the "HOME" Show 


Super-salesman Hugh Downs pre- 
sellis for you Caloric Gas Ranges 
with THERMO-SET on the NBC-TV 
"HoME" show . . . the favorite 
nation-wide television show that 
goes right to the heart of home 
buying America and sells millions 
of homemakers . . . your customers 


Caloric Appliance Corp. 
Topton, Pennsylvania 


Oe 
Address — 
City. 


DIM —— EE 
AB 


Built-In Gas Ranges 
with THERMO-SET 


Selected by NBC-TV for the “HOUSE THAT HOME BUILT"... 


an 


Caloric Built-In Gas Ranges with THERMo-SeT give your homes 
consumer appeal that makes buyers out of shoppers. Nationally 
advertised on the famous “Home” show, featured in the NBC-TV 
“house that Home built" promotion, and having all the wanted 
features modern home buyers demand, Caloric makes your kitchens 
into sales-rooms. 

And Caloric has THERMO-SET, the thermostatically controlled top- 
burner that makes every utensil “automatic” . . just a turn of the 
THERMO-SEt dial and the exact food temperature desired is maintained. 

Yes, Caloric Built-In Gas Ranges lead the way in selling 

features 

8 BEAUTIFUL COLORS . . . black, white, coppertone, pink, and 

pastel shades of yellow, blue and green. Satin finish, also. 

SMOKELESS BROILING . . . that only gas can give. 

EYE-LEVEL CONTROLS . . no squinting, no stooping. 

AUTOMATIC OVENS . automatic clock control, oven timer, 
oven heat control. AND Clonic Built-In Gas Ranges can be 
installed at any height, in any material to give you design flexibility 
that meets the modern trend. 

Write today for full information on Caloric Built-In Gas Ranges 
with THERMO-SET. 
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Selective "Mortgage Money’ Requires 


Quality Heating at Lowest Cost 


PROTECT YOUR INVESTMENT 
WITH NEW VULCAN TRIMLINE BASEBOARD 


Selective "mortgage money and better informed 
home buyers demand quality heating at lowest cost. 
You can meet the needs of both groups with new 
VULCAN TRIMLINE BASEBOARD. 


Yes — the “installed” cost of proved quality 
TRIMLINE Baseboard saves you money over the "initial" 
cost of other types of heating. 


Proof? Contact your plumbing and heating con- 
tractor: ask him for comparative ''installed'' costs, your 


New TRIMLINE 
real costs. Ask him today. 


Is Available 

In Two Styles 
— Style 1000 
— Style 800 


NEW TRIMLINE TAKES UP 
16% LESS SPACE 


Now — another new TRIMLINE designed 
to take up 16% less baseboard space. 
Overall depth for recessed or non-recessed 


TRIMLINE 


Manufactured in Canada 
Under the Trade Nome 


“Heal” installations has been reduced, allowing 
by more floor space. 
Vapor Heating 
Corp., Ltd. 


3839 Courtrai Ave. 
Montreal, Canada 


Before You Contract... 


e . for heating in your new homes, be sure you get 
the TRIMLINE story from your Plumbing & Heating 


Contractor. 
NEW ROD HANGER — 3 "key- POSITIVE POSITION DAMPER — 
hole" slots at different heights provides positive control of heat 
provide pitch adjustments for output independent of system 
element, quickly, accurately. controls, 
In The Meantime . . « 


Catalog 54, 12 pages of valuable infor- THE VULCAN RADIATOR CO. 
mation on quality, low cost heating. 775 Capitol Avenue. 
Hortford 6, Conn. 


FREE DESIGN CATALOG —- please send me a! no obligation 
your TRIMLINE Catalog 54, giving Dimensional Data, 1-B-R 
Ratings, Heating System Design and Piping Design Chart. 


n 6 ——— — —— — DENN 
The VULCAN Radiator Company COMPANY „ ee ene me E 
775 CAPITOL AVENUE 100 ER A AEO ͤͤ—v—T—— E e - 
HARTFORD 6, CONN. ge ERR INIRE tae 6 
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Kitchen cabinets designed 
to match cooking units 


Youngstown Kitchen cabinets spe- 
cially designed for built-in Tappan 
cooking units and 
ovens are suggested by the maker 
for a perfectly matched kitchen 
decor. Ventilating cabinets as well 
as a complete line of matching 
utility and storage cabinets com- 
plete the installation. Besides Tap- 
pan installation cabinets, firm offers 
oven cabinets and wrap-around 
jackets for ten other brand ovens 
and ranges. Information from 
Youngstown Kitchens Div., Attn. 
John B. Byers, Dept. AB, Warren, 
Ohio 


gas surface 


Circle No. 9072 en reply card, p. 206 


“Retained-Heat” range cooks 
after gas is turned off 
€ slobe ^^ 


one of it 


Model D40CAWV-I, is 
40 in. series of “retained- 
heat ranges, designed to cook 
after the gas turns off. Automatic 
Tel-Tru time control turns gas off 
automatically and “retained-heat 
cooking is insured by 


nsulation 


neaviest 
utomatic oven 


tension-sealed oven 


supe 
dampi vent 
door nd 


massiv oven bottom 


plate. All-porcelain range top 
ual door 


p irtments 


two large storage com- 
lighted backguard con- 
trol panel, eight-piece 


set. From Globi 


condiment 
American Corp 
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COOKING AND 


Dept. AB, Merchandise 
Plaza, Chicago 54, Ill 


Mart 


Circle No. 9073 on reply cord, p. 206 


Gas-generated barbecue for 
indoors or out 


A new barbecue-broiler designed 
for simple installation indoors or 
out, has been announced by Char- 
Rock. Generated by gas, either 
bottled or local piped, the unit has 
a solid four-inch bed of Char-Rock 
between the gas flame and the food, 
which becomes hot enough to cook 
food with a penetrating, radiant 
heat. Rock, which is volcanic, will 
last for years even under continued 
use. Package contains grate, frame, 
refractory bricks, steel retainer, 
cement, burner equipped for gas 
hook-up. From Char-Rock Prod- 
ucts, Dept. AB, 3930 Central Ave., 
Indianapolis, Ind. 


Circle Ne. 9074 on reply card, p. 206 


Built-in gas oven, burners 
completely automatic 


Gaffers and Sattler has a new built- 
in automatic gas oven and burners 
which feature an Oven-Sentinel au- 
tomatic roasting control. Dial of 
the sentinel can be set to any cook- 
ing degree, stainless steel probe 
inserted in meat and oven turned 
on. Oven shuts off automatically 
when roast is completed. Unit also 


REFRIGERATION continued 


has a ten-position Broil-A-Vator 
and rotisserie and a top burn 
timer that automatically shuts ofl 
the burner when cooking time 
completed. Gaffers & Sattler, Dept. 
AB, 14851 S. Alameda St., Lo 
Angeles, Calif. 


Circle No. 9075 on reply cord, p. 206 


Streamlined stainless steel 
units build in to counters 


Preway's Counterchef unit comes 
in both two- and four-burner mod- 
els. The built-in gas units are of 
stainless steel and streamlined 
style to present an attractive kitchen 
appearance. Counterchefs have 
cast-iron burners mounted in spill 
over drip trays; burner box fully 
porcelainized for easiest cleaning 
fully automatic pilot lights for in 
stant ignition; special gas filter. In 
formation from Preway Inc., Dept. 
AB, Wisconsin Rapids, Wisc 


Circle No. 9076 on reply card, p. 206 


FOR MORE ON COOKING 
AND REFRIGERATION, SEE P. 82 


Laundry equipment... 


more of the latest in 


washers and dryers 


Laundry equipment trends in- 
clude newer, compact styling 
which allows the unit to be built 
into kitchen or laundry or in- 
stalled in minimum of space 
larger capacities of wash at one 
filling for growing families . . . 
automatic controls for ease of 
operation as well as safety assur- 
ance . . . new “soft drying” 
methods. 

(Continued on p. 148) 
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Servel adds extra values to your homes! 


PERMANENTLY SILENT, VIBRATION-FREE 


Built-w Benity — 


MAKES and SERVES 
ICE CUBES AUTOMATICALLY! 


Have your prospect take one cube or a 
handful from the Servel Automatic Ice 
Server Refrigerator. No trays to fill, spill 
or forget to refill. This dramatically demon- 
strates the "extra values" your homes offer. 


With handsome polished aluminum trim 
bezel, a built-in Servel is as practical as it 
is beautiful. Its motorless gas freezing sys- 
tem operates silently, can't transmit vibra- 
tion through the walls. Long, dependable 
service is assured by 10-year warranty, twice 
as long as any other. One year on entire 
refrigerator, nine additional years on sealed 
freezing system. 


SERVEL, the 88 


Three great appliances in one! Automatic defrosting refrigerator, 
separate freezer compartment, Automatic Ice Server. Longest life 
with continued low operation cost. Choice of seven models. In- 
stall built-in or free standing. 


Servel, Inc., Evansville 20, Indiana in Canada, Servel (Canada) Ltd., 548 King Street W., Toronto, Ontario 
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Ready for immediate installation 


Packaged Heatmaster heating 
unit is easily the best way 
to winterize a home! 


C-E has designed this small gas fired home heating 
unit for use with any type of hot water radiation. It 
is shipped as a completely assembled boiler—abso- 
lutely no on-the-job assembly is required ! Occupies 


146 
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only four square feet of space. Can be installed 
almost anywhere in the house. Approved for use 
on combustible flooring too! 


Pre-engineered and packaged 


Simple gas and water connections to boiler are 
made external to the unit. No assembly or connec- 
tions necessary to be made within the cabinet. All 
operating parts are in place for easy installation. 
Every C-E Home Heating unit is equipped with 


AMERICAN BUILDER 


these standard furnishings: Circulator, expansion 
tank, gas regulator, gas automatic pilot and safety 
valve, gas flue diverter (draft hood), control relay, 
gas control valve (solenoid), tube brush, tempera- 
ture, pressure and altitude gauge, drain valve, 
manual air vent and complete internal wiring and 
piping ready for system hookup. 


Patented features 


C-E’s patented aluminized steel burners are de- 
signed for use with all domestic gas fuels. The gas 
control arrangement, consisting of gas pressure 
regulator, automatic safety cut-off and solenoid is 
in place and is readily accessible for easy servicing. 

The boiler heating surface consists of 92 feet of 
1” steel tubing. Tubing is bent by C-E’s exclusive 
process and welded in accordance with ASME code. 


GAS CONTROL 
ARRANGEMENT 


Small radius bends and compact tube arrangement 
make for maximum transfer of heat to water. Small 
water volume of the C-E boiler (approximately 
3 gallons) provides efficient utilization of fuel 
and practically instantaneous response to heating 
demands. 


Add air conditioning 


Homeowners desiring the comfort of air condition- 
ing can add a chiller unit to the system at a later 
date. The boiler is specifically designed for this 
addition. If C-E room convectors are used and 
piping properly insulated with original heating 
installation, the summer air conditioning can be 
accomplished by simple interconnections between 
boiler and chiller units. 


BOILER 
HEATING 
SURFACE 


— — - 


About C-E 


The C-E domestic home heating unit is built by 
Combustion Engineering, one of the world's larg- 
est manufacturers of steam generating equip- 
ment, with 70 years experience and “know how." 
Combustion Engineering is currently designing a 
steam generator for the Philadelphia Electric 
Company power station which will be the most 
efficient station in the world. This C-E steam gen- 
erating equipment is being designed for 6000 psi 
to produce steam at 1200°F. This will be the high- 
est pressure and temperature ever projected for 
utility stations. This is an example of the kind of 
work that typifies the company behind the C-E 
home heating unit. 


Take advantage of the many benefits C-E Heatmaster Home Heating 
and Air Conditioning offers by sending for more information now. 


| HEATMASTER 


The easiest way to winterize a home 


COMBUSTION ENGINEERING INC., Home Equipment Division, 911 West Main Street, Chattanooga 1, Tennessee 
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the world's most 
complete line of 


KITCHEN STOVE HOODS 


featuring the 


Model UC2 


Outstanding star of the Ranger 
line of kitchen stove hoods is 
the famous Rangaire...an 
easily installed undercabinet 


a we * h with handsome chrome 
* 1157 . trim, frosted light panel and 
permanent-type aluminum foil 
. j 
* WHITE BAKED ENAMEL $64.95 filter which is removable for 
e COPPERTONE BAKED ENAMEL $69.95 è — easy cleaning. Whisks out heat, 
e greasy fumes and cooking odors 
M kk 60 y^ inn at approximately 300 CFM. 
B p” Investigate! Compare! 
$114.95 . 
* 
For 42” size . Prices slightly higher on 
LJ or less e E 
* West Coast and in Northeastern States 
e LJ 
E 
e.’ 
ROSERTS MANUFACTURING CO. © P. O. BOX 177 © CLEBURNE, TE 
USE COUPON , * 
for information | AB 9-56 
on complete line | 
e ISLAND 1 —ͤ —ä — 
è CANOPY TYPE | 
| ADDRESS. — 
è CUSTOM MADE | 
HOODS | 
148 
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LAUNDRY EQUIPMENT 


— — 


Special filter cleanses 


dryer’s incoming air 


Air intake of the Rheem Wedge- 
wood dryer is filtered through thi 
multiple layer of fine metal mesh, 
easily cleaned by holding under 
laundry faucet. From this intake 
ir is pulled in, warmed and cir 
culated to the two drying systems 
which operate at the same time: 
one gentle dry for woolens 
nylons and other delicate fabrics 
the other regular tumbler drying 
for heavy wash. Dryer can be in 
stalled flush to wall and vented in 
any direction. More information 
from Rheem Manufacturing Co 
Attn. James Krohne, Dept. AB 
7600 S. Kedzie Ave., Chicago 29, 
III. 


Circle No. 9077 on reply card, p. 206 


Automatic dryer features 


touch and go controls 


Touch and go controls, automatic 
ignition, and a Sun-E-Day ultra 
violet lamp are among the features 
of Hamilton's gas clothes dryer 
Model 295G. Capable of handling 


washer load of nine lbs., with 
(Continued on p. 150) 
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“SAFETY-SYSTEM” INDIVIDUAL GAS VENT TABLES 47 


INCH 


Total Height of Vent (in feet) from Draft Hood to Top 


~ 
— - — 
8 = 4 6 8 10 15 20 30 40 50 
5 H Allowable Span of Vent Operation, Expressed as Rated Hourly 
£ < Heat Input (1000 BTU Per Hour) of Gas Appliance Being Vented. 
6 to 7 to 8 to 11 to 14 to 18 to 33 to | 46to 61 to 


102 


6 to 8 to 11 to 12 to 


Shown above is 1 of 10 Metolbestos tables for gas vent installations. 


115 120 131 


lóto 2310 | 35to | 52!o | 66to 
105 115 


27 to 41 to 
91 100 113 120 123 


36 to 50 to 


a new building standard for gas 
from the leaders in gas venting 


In 1946, the Metalbestos Division of William Wallace 
Company developed the first scientifically correct gas 
vent. Now Metalbestos introduces the first scientific 
standard for gas vent installation —“Safety-System” 
Gas Vent Tables. Both are based on William Wallace 
President Kinkead's Equation, accepted by AGA as 
„ , . the most general approach to vent operation yet 
developed. 


Primarily for heating contractor use, these new gas 
vent tables cover all types of individual and combined 
vent designs . . make it easy to do a streamlined in- 
stalling job that’s sure to be safe. Specifically devel- 
oped for use with Metalbestos double-wall pipe, the 


*AMERICAN CAS ASSOCIATION RESEARCH BULLETIN NG. 68 
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tables give builders positive assurance of trouble-free 
gas venting for the life of their homes. 


Why not order your free copy now? 
“Safety-System” Gas Vent Tables can be a great help 
to your architects and engineers in determining the 
space requirements for vent installations. For your 
copy, contact the nearest Metalbestos supplier—or 
write to Dept. YY-9. 

ANOTHER FIRST BY THE LEADER IN GAS VENTING 


METALBESTOS svs 


Stocked by principal jobbers in major cities. Factory warehouses in 
Atlanta, Dallas, Newark, Des Moines, Chicago, New Orleans, Akron 


349 


HERE IS WHAT MOST PEOPLE WANT IN 


COOKING 
VENTILATION 


COLOR MATCHING 
Plus Choice of Trim 
To Blend with Kitchen 


Range Size Hood 
Fer Complete 
Collection of Heat 


Spread Out Air Flow 
For Thorough Vapor Removal 


Heat Protected Exhaust Blower 
with Time-Saving Grease Removal 
and Fire Protection Features 


Long 18” Tube lighting for Most 
Thorough Indirect Light-flooding 
of Cooking Area. 


Full Protection of Back Wall 


e 
COOKING VENTILAT'O 


... FULLY covers ALL your 
COOKING VENTILATION NEEDS 


EASIER TO INSTALL 
IN ANY KITCHEN 


Complete mounting frame gives solid, perma- 
nent attachment on any type wall construction 
4 half the ordinary installation cost. Stops 


noise. Prevents vibration 


COLOR MATCHED 
TO YOUR KITCHEN 


Color matching and beautiful metallic finishes 
are standard Vent-A-Hood has the widest 
choice of trim to blend with your individual 
kitchen. Scallops shining gold or chrome 
even satin black 


ADAPTABLE 
TO ANY KITCHEN 


Vent-A-Hood is available in the largest array of 
designs and models to fit every conceivable 
kitchen arrangement. Vent-A-Hood gives you 
the adaptability for your individual kitchen at a 
production line price 


LONG LASTING 
TROUBLE-FREE 


SERVICE The heavy duty power unit is sealed away from 
the heated vapor and is designed for lifetime 
service. Vent- A- Hood motors, in daily service 
for 20 years, have shown no appreciable wear 
Wiring is asbestos coated and enclosed in steel 
tubing for permanency and safety 

1 There are Vent-A-Hoods for standard ranges, for 
re information about | built-in ranges, for cooking islands, for cooking 
Cooking Ventilation peninsulas, for built-in ovens, between cabinets, un- 

oit der- cabinet hoods and for open walls 


! 


— D — 1903 Plantation Rd. ©  Dollos, Texas 


HOME COOKING VENTILATION SPECIAIISTS 
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SMARTEST USES OF GAS YET 


LAUNDRY EQUIPMENT 


drying time at 30 to 40 min., the 
unit operates on all kinds of gas at 
18,000 btu per hr. Safety devices 
include automatic pressure regu- 
lator, a burner which cannot wear 
out, gas filter to remove dust and 
tar for proper pilot operation. List 
$269.95. Hamilton Manufacturing 
Co., Attn. C. Pehowski, Dept. AB, 
Two Rivers, Wisc 


Circle No. 9078 on reply cord, p. 206 


FOR MORE ON LAUNDRY 
EQUIPMENT, SEE P. 81 


Hot water heating and 
incinerating . .. new 


products, new ideas 


Hot water heaters move into the 
foreground . . . appliance-styling, 
decorator colors place them be- 
side kitchen and laundry units 
compact sizes allow for 
space-saving and built-ins . . . 
gas incinerators dispose of gar- 
bage and trash with minimum 
time, maximum safety . . . styling 
again suggests kitchen or utility 
room use. 


Appliance styling given 

storage water heater 

A gas water storage heater which 
can be completely built-in with 
piping and venting completely con- 
cealed is presented by Rheem for 


(Continued on p. 154) 
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‘This is forme! | 


A WONDERFUL, WORK-SAVING 
REPUBLIC STEEL KITCHEN! 


The sale of your homes can be an open-and-shut 
case in your favor when prospects step into 
your Republic Steel Kitchen. Drawers move 
smoothly on whisper-quiet nylon glides, with no 
side-to-side whip. Doors open a full 180 degrees. 
Even the most modest kitchen can boast 
features that reflect your thoughtful planning. 
A stainless steel sink, for example. Adjustable 
shelves that help meet FHA requirements 

and offer comfort-reach convenience. Extra, 
easier storage with inner sliding drawers. 
Built-in oven and range cabinets for the brand 
of built-in oven and range you prefer. 


REPUBLIC STEEL MEANS SERVICE, ECONOMY 


Republic Steel, alone, offers the economy of 
mine-to-market production. Dependable service. 
Planning guidance. Economical installation. 
Quality that eliminates expensive call-backs. 
Get the complete story from your Republic Steel 
Kitchens distributor, or use the coupon. 


REPUBLIC STEEL 


KITCHENS ġt Harmony puts 


Classic White « Largo Yellow 
Tempo Turquoise » Prelude Pink 


REPUBLIC STEEL KITCHENS, Builder Sales 
1038 Belden Avenue, Conton 5, Ohio 


Send me complete information on Republic Steel 
Kitchens and the name of my nearest distributor. 


Firm 

Individual e 

Address 

City ——————— O 
Count State 


Ab- 569 C-1328-A 


l 
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m NIAGARA 
IR FURNACE 


DESIGNED TO PROVIDE 
COMPLETE HEATING COMFORT 
ECONOMICALLY 


Builders know this sign means 


“Quality Heating is being installed” 


Builders everywhere know how important quality . 
construction and built-in conveniences are in clos- e 
ing a sale. Today's home buyer is looking for these 

features — without them he is not interested. It re- 

quires a big investment to buy a home and you can 

hardly blame the purchaser for making certain he 

is getting what he wants. 


è 
Wo? 


You can help meet these customer demands when 
you build homes equipped with NIAGARA fur- 
naces and NIAGARA air conditioning units. 


NIAGARA builds quality. NIAGARA builds com- 
fort and convenience in every unit. NIAGARA 


NIAGARA 
Series 50 


builds heating and cooling equipment that will 
help you sell houses and provide years of service 
for your customers. 


NIAGARA furnaces are gas or oil fired and avail- 
able in many capacities and models to fit practi- 
cally every home heating requirement. If you want 
the “cream of the crop” there is no finer furnace 
than the NIAGARA Series 50. For economy pur- 


poses the quality built NIAGARA Series 70 fur- 
nace "fits the bill". 


So, plan now to include NIAGARA in your next 
development. It is your opportunity to offer qual- 
ity heating and build profits for yourself. 


For complete information, write direct or contact 
your NIAGARA Heating Contractor. 


NIAGARA 


FURNACE DIVISION 


The Forest City Foundries Co. 
2500 West 27th St. — Cleveland 13, Ohio 


(AGA Advertising Continved) 


The finest gas-fired furnace line avail- 
able for home heating. Equipped with 
the exclusive NIAGARA cast iron heat 
exchanger and J-speed blower. Com- 
pletely automatic. NIAGARA  refrig- 
erated unit can be combined to provide 
the best in “year ‘round air con- 
ditioning.'' 


NiAGARA 
Series 70 


The low-cost quality fure 
noce line with High Boy, 
Down Flow ond Basement 
Models. Completely auto- 
motic, gos or oil fired, 
ovoiloble in a wide range 
of sizes. 


AMERICAN BUILDER 


Excite your prospects with a TAD gas built-in... 


the distinctive plus that closes your sale 


Now—as easy and fast as you can complete an 
ordinary kitchen—you can put modern, beautiful, 
sales-building Tappan Built-In Ranges in your 


homes. New Tappan Gas Built-In Ovens set on 
standard 24, 30 and 36-inch cabinets 

The Tappan Lusterloy cooking top shown above 
drops into standard 24, 30 and 36-inch cabinets. 
You install it in minutes. Gas top units also avail- 
abie in 36-inch inverted “V” arrangement or 42-inch 
four-in-line 


Oven and surface units for every plan and price... 
loaded with sell-on-sight features 


You can choose the units to fit your plan and price. 
Ovens in smart Lusterloy or Copperloy finishes with 
solid or Visualite-Window doors. Surface units to 
fit any kitchen plan. And all of them have the 
quality cooking feature that has made Tappan the 
finest way to cook food 


Special deal for builders! 
Call, wire or mail this coupon today 


SEPTEMBER 1956 


No other built-in offers so many wanted features 


Superb cooking performance exclusive with Tappan 
Convenient Visualite oven window 

Best-baking chrome-lined oven 

Lift-Off oven door for easy cleaning 

Automatic clock controls 

One-hour timer and signal 

Separate roll-out broiler drawer 


Choose Tappan gas built-ins in range of models 
to fit any price, any type home. 


Dept. AB-96, The Tappan Stove Co., Mansfield, Ohio 


Please send me complete information on the new Tappan 
built-in range. 

Nome oW. — 
Faw 

Address 


— — 
—— 


Stote 


— — 


| build homes 


— 4 " 


[ remodel homes 


— 
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use in a kitchen or utility room. 
Styled to match other home appli- 
ances, it is finished in white with 
natural metal tones or colors and 
may be refinished to match the 
room decor. Unit is compact, takes 
little floor space, has flat sides and 
plain top to allow wall cabinets 
installed around it. Automatic stor- 
age heater comes in 30-, 40- and 
S0-gallon sizes. From Rheem 
Water Heaters, Dept. AB, 7600 
S. Kedzie Ave., Chicago 29, Ill. 


Circle No. 9079 on reply card, p. 206 


Solid non-ferrous tank 
for new water heater line 


“Hispeed” series of automatic gas 
storage water heaters is designed 
to bring benefits of a solid non- 
ferrous tank in the low, first-cost 
field. Latest additions to the Ruud 
Alcoa Alloy group, designed for 
all gases, are comparable in cost 
to ordinary steel-lined tank types of 
water heaters, but with higher 
storage, recovery and performance 
than models. Models 
have 35.750 and 42.900 btu input 
Retail prices start at $129.50. Rudd 
Manufacturing Co., Attn. F. Mc- 
Ferran, Dept AB, Kalamazoo, 
Mich 


glass-lined 


Circle Ne. 9080 on reply cord, p. 206 


Decorator-styled heater 
engineered to last, too 


Another new product in the water 
heater market is Harrison's “Em- 
press" model, styled and designed 
to blend with the latest appliances. 
Engineered to "last a lifetime 
according to its maker, the unit has 
a new super flexi-glass lining, a 
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HOT WATER HEATING, INCINERATING 


built-in pilot filter and 100% 
Grayson controls. Comes in 30 to 
60 gallon sizes with 26,000 to 
40,000 btu inputs. Heights van 
from 59 to 74! widths, 18 to 
22%”: depths, 21 to 2514”. Price: 
30 gal. size, $160. From Harrison 
Steel Cabinet Co., Attn. L. Walsh, 
Dept. AB, 4718 W. Fifth Ave 
Chicago, 44, Ill. 


Circle No. 9081 on reply card, p. 206 


Gas incinerator burns 
both wet garbage and trash 


Double duty service . . . from the 
new Warm Morning gas-fired in- 
cinerator which “quick-burns” both 
wet garbage and trash. Model 
L-17T has full firebrick lining to 
avoid corrosion and rust; heavy 
stecl body finished in baked enamel 
with cast iron porcelain enameled 
top; 1.7 bushel capacity. Controls 
are fully automatic for “flash-type 
incineration. Specially designed 
10,000 btu burner quickly reduces 
garbage to small ash residue. Re- 
tail: $124.95. From Locke Stove 
Co., Attn. James Baker, Dept. AB, 
114 W. Eleventh St., Kansas City 
5, Mo 


Circle No. 9082 on reply card, p. 206 


Four-bushel incinerator for 
small commerical needs 


Bowser has added a new four- 
bushel automatic, gas-fired in 
cinerator to its line. Designed 
specifically for small commercial, 
institutional, motel and multiple 
dwelling use, the unit has an atmos 
pheric ribbon type flame burner 
which consumes a maximum of air 
and a minimum of gas for a more 
efficient operation. Model C in- 
cinerator is completely automatic 
and approved for use with natural, 
manufactured, mixed propane and 
L.P. gases. List: $335. Bowser Inc., 
Incineration Div., Attn. E. O. 
Olsen, Dept. AB, 1335 West Ran- 
dolph, Chicago, Ill. 


Circle No. 9083 on reply card, p. 206 


Fully automatic controls 
in high input incinerator 


Calcinator offers a fully automatic 
incinerator (18" x 36" x 24") with 
a high gas input of 10,000 btu's 
per hr. Unit will dispose of all 
garbage and trash at the rate of 
1.5 bushels per hour. Styled for 
installation in kitchen, basement, 
utility room or garage,—anywhere 
a suitable Class A flue is accessible 
Calcinator Corp. Attn. George 
Kennedy, Dept. AB, 28th and 
Water Sts., Bay City, Mich. 


Circle No. 9084 on reply card, p. 206 


FOR MORE ON HOT WATER HEATING AND INCINERATING, SEE P. 81 


The RIGHT MODEL 
for every home... 
The RIGHT PRICE for 
any building budget... 
The RIGHT home-buyer 
APPEAL... 


SIME SIMORSSUN 


HEATING AND AIR CONDITIONING 


M Sr S n Heating and Air Conditioning is rioht for vc gk regardless of the number, size, type Or price class of 


your homes. H e some of th ef sons m 2j builders everywhere are installing Mor-Sun: 


A COMPLETE, QUALITY LINE of warm air heating and air conditioning equipment, 
THE RIGHT SIZE . . . THE RIGHT PRICE for every home heating and cooling requirement BEFORE YOU BUILD another house 
for every building budget or plan another project, get all the 
DEPENDABLE, ECONOMICAL OPERATION year after year with oil or gas, including LP. Mor-Sun facts 7 L2 r 7 5 — 
Air Conditioners can be either water or air cooled. tor or Dealer who is Usted in the 


d^ Yellow Pages of your telephone 

NATIONAL ADVERTISING AND SALES PROMOTION in leading consumer magazines presells your book—or write directly to Mor-Sun 

prospects on Mor-Sun . . . builds customer recognition and acceptance. Furnace Division. Morrison Steel 

HOME OWNER SATISFACTION is assured by written guarantees on all Mor-Sun products. Products, Inc., 605 Amherst Street, 
NATIONWIDE DISTRIBUTION through leading local outlets assures prompt delivery from local Buffalo 7, New York 

stocks and dependable installation and service by qualified experts In Canada: Mor-Sun Ltd., Waterloo, Ontario 


ADD THEM ALL TOGETHER and they mean more of your homes "SOLD" when you install Mor-Sun. 


5 
LINE 


@ There's a Mor- Sun Warm Air Furnace and Air Conditioner for every home heating and cooling 
requirement... the right size ... the right price... for new construction or modernization. 
Also manufacturers of Morrison Roly-Door Steel Sectional Overbead Doors and Morrison Service Bodies 
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PRESENTS... 


SAINT LOUIS 


AN ENTIRELY NEW CONCEPT IN THE HEATING OF SMALL HOMES 


Decorat re R cessed Furnace jor Oil Comple te Package al such r Low Pri e you u ill 
i ) be amazed d 
Easy to install in any 2-bedroom basementless ( z 


home. It fits in a wall opening or in-a-closet 20 


You can add all these sales features to youi 
inches wide x 22 inches deep. Adds beauty to any s eu à - 


a home at a price that will amaze you. Find out the 
room, with its slender lines and neutral willow 


baked | finisl complete money saving, profit-building story. For 
aked enam msn F J 5 
illustrated literature, prices, discounts and full in 
Low Cast Installation formation fill in this coupon and mail it today 
Costs no more than a space heater because 


there are no ducts necessary. Yet it has pro 


vision for addition of ducts above or below floor International Oil Burner Co. West Coost Representotive 
for central heating system if home owner oi 3800 Park Ave 2645 South Yotes, 
builder wishes to add them at nominal additional St. Louis 10, Mo Los Angeles 22, Calif 
cost 


= Gentlemen: Please rush me full information, including prices, on the Inter- 
Gives Radiant Warm Floors 


national Model R70 Recessed Furnace. 
Automatic thermostat-controlled unit. 55.000 


BTU output as 600 CFM squirrel-cage blower 
sends heat out warm air register at the bottom of 
the furnace (not at ceiling) to circulate warmth 
all over floors, 


INTERNATIONAL 


FURNACE DIVISION 


3800 Park Ave., St. Louis 10, Mo. 
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SECOND IN A SERIES OF THREE ARTICLES ON ADEQUATE WIRING: 


HOUSEPOWER 


... means good lighting 


IT USED TO BE . homes were wired for TODAY YOU FIND . . . homes are wired 
lighting alon that an inspected wiring job for lighting and appliances that future 
was one that did no more than conform to a needs must be accounted for if a wiring job 
safety code that 40 amp or 60 amp sen is to be certified adequate that the aver 
ice was the rule that the average homi age power consumption is up to 25,000 kwh 
consumption was 3,000 kwh annual 


IT USED TO BI builders left the en TODAY YOU FIND because of the 

tire wiring problem up to their electrician or stepped-up drive by the utility and electric 

contractor that "covering the outlets companies, the consumer is asking for (and 

was their chief aim in lighting a house getting) more HOUSEPOWER that 

that under the "fixture allocation" systen despite the increase in HOUSEPOWER 

houses were inevitably poorly lighted houses are still woefully underlighted . . . that 
the lighting level is four times below stand- 
ards 


IT USED TO BE . . . centered ceiling out TODAY YOU FIND . . . thecustom builder 
lets, a few wall brackets and some room-lamp (and to some extent the tract builder) is us- 
receptacles were enough to light a house ing new lighting techniques, smart decora- 
that dimming. spotlighting, floodlighting tive fixtures and the concept of "light en- 


(both indoors and out) were for theater or gineering" to give their houses much greater 
store, not for the home sales appeal . 


WHAT A “LIGHT ENGINEERED” PLAN MEANS 


SEPTEMBER 1956 157 


HOUSEPOWER MEANS GOOD LIGHTING continued 


G. E. LOW VOLTAGE REMOTE CONTROL wiring 


systen Apple ton. Wis. hous has 
switch n bedroom and kitchen foi 
lig S i i has 25 yt t nsform« 


master selector 


— Mie lue aft dd ain 


r * 
ontrolling all — — 


ine circuits 


EEA 
| am 


» 


— A2 

J3 82 

0 ce 

G3 02 

E2 

F2 

G2 

2 H2 

— 7 J2 
a 


RED WHITE 


— 
--]—— TO OTHER RELAYS 
$— RELAYS C TO J NOT SHOWN 


ap vmm 
FERE RT- TRANSFORMER 
i — 20 


A "light engineered" plan... 


makes a difference a buyer 


W illumination levels vary with tasks—control must be highly flexible 


KITCHEN OF 


ALL-ELECTRIC 
house combines incandescent 
fluorescent light to give sink 
and counter 120 


with 
range 
over footcandles 


THREE FLUORESCENT FIXTURES 
at shaving mirror easily give more 
than 40-footcandle minimum re 
quired. Note two sun lamps 


POPULAR PULL-DOWN FIXTURE 
and wall bracket light breakfast nook 
Dining area has dimmer switch (see 
plan) for subdued light while dining. 
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RADIO CONTROLLED 
GARAGE DOOR 


can see 


DIN A Am 


BUILDER DARREL HOLCOMB 
shows circuitry in his 100 amp serv- 
ice panel: 18 general circuits, 6 special 
appliance, 2 water heater, 4 spares. 
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DIMMER S È 


NN 


SA 


BED RM 


Here’s how this plan is 


light-and-power engineered* 


HAS CAN BE ADDED 


Work center lighting 

Electric range or oven cook top. 

Dishwasher 

Waste disposer 

Kitchen receptacles (for use of at least 
two toble opplionces at once) 

Electric clothes dryer: regular . 

high-speed 

Automatic washer T 

Electric water heater (2—66 gal.) 

lroner 

Central air conditioning .. 


Room air conditioners inn 


Attic fan .. 

Electric workshop 

Refrigerator 

Freezer Seale eal ramets 

Space heaters in: Bath K. 
Both #2 ........... 

Furnace mechanism 

Others 


* Bored on new HOUSEPOWER Rating Sheet by Notional Adequate 


Wiring Bureau. Dota supplied by J. H. Mcleun, Wisconsin-Michigan 
Power Co., Appleton, Wis. 


NEW TRICKS WITH CEILING AND SIDE LIGHTING > 


e4 | 
e 


um 8 — 


— 
HOUSEPOWER MEANS GOOD LIGHTING continued 
—WHAT A 
HOW 
v 
Te FLOORING ABOVE 
PYF Eum... CHANNEL & DELUXE 
iri tt QD» * 
- s * D 
es i Mi D li 
= = * Ihi 
T . 07 8) 
PLASTIC 


COMPLETE CEILING 
of light, variation 

the eggcrate theme, ha 
slimlir fluor 
mounted above Is. 


COMPLETE WALI 
light for powder roor 
also uses built-in slin 
lines. Both installations 
by Sylvania Electric 


Ceiling 


w \ — Tt 
9 , 
^M — 4 1 
s 
7 
PL m 

2 

à 


af 
OUTDOOR LIGHTING adds to sale 
appeal of house. Wiring is buried or 
uses waterproof surface connectors 
Walk plant beds tak pots or 
parasol fixtures. By Lightolier 


RECREATION ROOM in Packa- 
nack Lake, N. J., home by builders 
Birchenoff and Hurtz has series of 150 
watt incandescents recessed in ceiling 
Fixtures by Virden Lighting Co 
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TWO-LIGHT 20-watt fluorescent by 
Moe Lighting is recessed in soffit 
above sink, has mounting brackets. 


PRE-WIRED spotlight for 75-watt 
lamp may also be used interchange- 
ably with sun lamp for artificial tan 


SATIN ALUMINUM 
FACE PLATE 


FLASHED OPAL 

LENS 
WATERPROOF shower fixture, re 
cessed in plaster or drywall, has 
watertight gasket, takes 75-watt lamp. 


SLANTED CEILING in builder ANOTHER SOLUTION to slanted 

Walter Tally’ house, Atlanta, Ga., | CJ | ceiling: Polished brass drop unit 

uses recessed slimline tubes in kitchen, | (Virden) plus fluorescent valance over -u 
pendent fixture for dining area. In- —— sink. Wiring channels are on back of 6" MN — 
stallation of slimlines at right. faceboard which match cabinets. DISTANCE FROM FLOOR 
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HOUSEPOWER: GOOD LIGHTING 
MEANS FLEXIBLE CONTROLS... 


LUXTROL DIMMER 
gu reat } Ti A 
k hting ) m 
tra m Ca 


WHAT 


Luow- 
REMCON LOW VOLT- 
AGE system si I 
relay nside a bo 
instead of on central 
transformer. Six-volt 
tem features nulti-point 


switching, bell wire 
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HOUSEPOWER, continued 


Now you can 


" — gi 9777 440 


— 


à 1 ET 
FOUR-FOOT MODULE of suspended ceiling is 
used throughout entire building. Light level is 100 
foot-candle 4 wall, ¢ ng is of acoustical | ffle 
and plastic diffusers. Partitior re removable 
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NEW OFFICE BUILDING of Wakefield Electric Co 
Vermilion, Ohio, is showcase for new suspended ceilir 


Structure is 42’ x 125’ 
4 


offers almost perfect environment 
heat-absorbing glass 


Front i 


or occupant 


have high frequency light 


lr the Vermilion River valley in 

Ohio, this outwardly modern office buildin 

— can boast of one of the few high voltage, higl 
frequency lighting systems in the country. Instead 
of the isual 118 volt 60-cycle operation it get 

"n its power from 400 volts and 840 cycles, uses 

4- wnar 
—X 


WAKEFIELD CEILING provides high level, flickerless 
light, and also serves to conceal water sprinkling pipe 
and air conditioning ducts, upper right. About 85 per cent 
of commercial buildings are poorly lighted. 


SEPTEMBER 


1956 


Pygmy-size capacitors instead of heavy ballasts. 
The result is more light per watt, fewer lamps, 
one-fifth as many circuits—yet installation costs 
are about the same as the conventional system 
Ihe use of capacitors for heat-generating ballasts 
also reduces the air conditioning load. 


„LIGHTING AND WIRING 
€ 


| 
4 » 
— C1 


CHANNEL, 
TY w " " 122 
LAMP HEATING A AIR COND. 
DUCT 
LAMP HOLDER J 
op : 4 
— SPRINKLER PIPE | 
SUPPORTING CHANNEL | E 
1 i 
| —R" FLEXIBLE TUBING . 


4 


n : HINGE STUD 


PERFORATED BAFFLE WITH 
ACOUSTICAL MATERIAL 


eh ARCH OFFUSER 

SPRINKLER HEAD 
SECTION OF SUSPENDED CEILING shows perforated 
acoustical baffles and plastic diffusers, with touch-latch for 
opening to replace tubes. Building was designed by Cleve 
land architects, Outcalt, Guenther and Associates. 
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BUYING GUIDE 


Five ways to openup 
with windows and doors 


Windows and doors: new 


A 
SLIDING GLASS DOORS ARE STILL GAINING IN POPULARITY 


Now that house hunters are more patio-happy 
L Ñ than ever, builders are looking for new ways to 
lure them. That's why sliding glass doors are going 
in everywhere: everywhere in the house (as in the 
bedroom at right by Bill Baird of California) and 
practically everywhere in the country. Major im- 
provements in design (better weatherstripping, 
double glazing, matching sliding screens) have 
given sliding glass doors that kind of versatility 


Major plays in consumer magazines have given SLIDING SCREENS match Arcadia Metal Products’ 
them a popularity that often clinches the sale sliding doors opening off bedroom. (No. 9001, p. 206) 


bd 
FOLDING DOORS ARE DOING MORE WORK IN MORE PLACES 


major problem . . . lack of privacy . . . is 
A solved by open-planners with sliding and fold- 
ing doors. More popular than room dividers be- 
cause of complete partitioning, the doors are now 
found between family room and living room; 
between kitchen and dining area; closing off work- 
shop or utility areas in basementless homes. Manu- 
facturers have kept pace with the trend by 
improving locks and latches, cutting down on i 
“stack space”, adding nylon wheels and slides, LIVING area privacy by UTILITIES HIDDEN by 
offering a wide choice in wood and plastic doors. Foldoor. (No. 9002) Pella door. (No. 9003) 


ww 
YOU CAN "OPEN UP” AND STILL BE TRADITIONAL ABOUT IT 


BOW-BAY WINDOWS by Woodco in New Jersey home DUTCH DOORS, louvered shuttered doors in builder 
by Romolo Botelli. (No. 9004, p. 203) Don Hansen's California homes. (No. 9005, p. 203) 
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trends help in “open” planning 


b. ud 
IN MANY A GOOD PLAN, THE WINDOW IDEA COMES FIRST 


M anufacturers of window units have made it pos- 
1 Teide for today’s imaginative builders to com 
bine the units any-and-every-which-way to (1) 
cater to customers who want open planning, (2) 
solve the open planning versus lack of privacy prob 
lem and (3) get away from the. cookie-cutter look 
that now makes customers avoid otherwise well- 
planned tract houses 

Still another dividend: good architectural judg- 
ment in combining window units gives real design 
integrity to small, low priced houses. A perfect ex 
ample is the house shown at right, by Sheffield 
Building Corp. of Long Island 

Another popular trend in home building made 
possible by today’s window units: a wall of win 
dows that looks out on private family areas. You 
can vary the wall with hopper units for off-the-floor 
ventilation or with awning units for rain protection. 


Post and beam 

One California-trend-gone-East is the combining 
of window walls with post and beam construction 
(Check builder Al Balch’s Seattle house at right) 
The wall is constructed like any other house wall 
except that the space between posts act as framing 
members for sheets of glass rather than siding 
Builders usually add awning or hopper units of 
wood, steel or aluminum at foot of window wall. 
Recommending this window treatment are its 
dramatic effect, space giving qualities, and econom- 
ical way of window-making. Curtains may be neces- 
sary, though, unless the glass wall faces a view 
which cannot be overlooked. 

Modular units are at last catching fire in the 
window industry. Aluminum, wood and steel win- 
dow manufacturers took part last May in an NAHB- 
Producers Council meeting aimed at fixing practical 
standards for dimensioning windows and window 
openings. Lower window costs, with reduction in 
design and installation costs for the builder were 
one of the primary aims. Many manufacturers now 
offer a complete line of modular window units which 
can be combined in unlimited variations. Right: 
workmen for Sloan-Poolock-Wheeler Homes in 
Wichita, Kan. putting in a modular window unit en- 
gineered and packaged for quick installation. 
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VENTILATION PLUS PRIVACY solved with vari- 
ous window combinations from Andersen. (No. 9006) 
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SPACE PLUS ECONOMY are obvious results of this 
window wall used in Balch's Seattle houses 


ON THE JOB ECONOMY plus maximum light and 
ventilation with Andersen modular unit. (No. 9007) 


PLEASE TURN PAGE (REPLY CARD PAGE 206) > 
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RUD Al, ICEECIURIS I dE . . . MORE ABOUT TRENDS IN WINDOWS AND DOORS 


Y 


EASIER INSTALLATION METHODS HELP YOU SAVE ON LABOR 


un: the- job trends favor installation ease and 
0 economy. Ordering, for instance, is easier when 
the builder can use a manufacturer’s modular unit 
grouping to place orders for a year's production 
well in advance. Prepackaged and assembled units 
(including good-sized picture windows) save pre- 
cious construction hours. Still more hours are 
saved by modular units which fit together easily 
and nail-on windows which cut down on framing 
and other installation time-consumers 

Builder J. E. Marrion of Chicago has translated 
this trend into savings at his Marynook develop- 
ment by using Ceco’s new steel window with an 
integral fin and trim extruded on window members 
(Top right). The window is anchored with simple 
nailing or screwing through prepunched holes to a 
rough opening frame. A separate window clip is 
unnecessary 

In California, builders Russell and Proulx 
use a Delaney window which nails on, with no 
special framing, right to the studs. (Second photo 
at right). Sisalkraft paper is first applied, then 
aluminum sash which comes already glazed and 
with screen in place. Eliminating sills, glazing, sash 
balances and molding makes real labor savings 


* 


PREPUNCHED, PREPARED window from Ceco 
Steel Products goes up in minimum time. (No. 9008) 


NAIL-ON WINDOWS for seven houses are put up 
by two men in one day. (Delaney) (No. 9009, p. 206) 


MANUFACTURERS MAKE TRENDS WITH NEW EQUIPMENT 


emote control, among other things, has moved 
1 — the window industry. So have the 3-D 
window, double-paned insulating window, double 
glazed window. Merchandising homes gets a big 
lift, too, from windows which eliminate the prob- 
lem of sorting and painting storm windows and 
screens . . . louvered windows which provide ven- 
tilation even in heavy rain . . . large-paned windows 
which save the housewife’s washing time . . . re- 
movable windows that can be safely cleaned or 
painted on both sides, indoors 


WHAT: Gate City's Push-Button window works elec- 
trically, quickly, quietly. (No. 9010, p. 206) 


THREE-D Z-Louve window has hori- TWIN-GLASS insulation provided by HOW: Entire Push-Button mechanism 
zontal ventilation. (No. 9011) Pittsburgh Plate Glass. (No. 9012) window fits into sill section 
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WINDOWS AND DOORS CONTINUE ON PAGE 207 ! 
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TECHNICAL GUIDE 


Here's technical help for you on 
better window planning for 
bigger sales... for more on the 


subject, see pp. 164-166, 207-210 


po eese have done more to influence the archi- 
tecture of the home in the past decade than 
any other building product. While their function 
has not changed, the contemporary style home has 
promoted far greater expanses of window area than 
were once thought possible 

From a physical aspect, windows must admit 
daylight in desired quantities and provide an ade- 
quate means of ventilation. From the psychological 
standpoint, they are expected to add a decorative 
note, frame an outward view and enhance the ap- 
pearance of the house, both inside and out 

Portions of the material in this article have been 
reprinted by permission of the University of Illinois 
Small Homes Council from its copyrighted circular 
"Window Planning Principles." Other circulars in 
this series are available for ten cents each. For a 
list of publications, write to the Small Homes 
Council, Mumford House, University of Illinois, 
Urbana, III 


DISTRIBUTION OF LIGHT 


Planning for adequate daylight illumination cannot 
be reduced to a mathematical formula. Geograph- 
ical location, practical and (continued on p. 168) 


WINDOW SHAPES MAY BE SELECTED to give 
any desired distribution of light within the room 
This diagram shows graphically how the sun's rays 
entering oom at a 45-degree angle give various 
patterns of light, depending upon the shape of the 
opening. The closer the head of the windov to 
the ceiling, the greater the depth of penetration 
into the room, as seen in windows | and 2. Strip 
1 2, are desirable where it is prefer 
able to have the area beneath the window in 
shadow, as in a bedroom. This diagram also illu 
strates the reasons why it is desirable to have win- 
dows in more than one wall, for better distribution 
of daylight. Window 3, in this illustration, repr« 

n erage window used in popular home 


windows, à 
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GETTING THE MOST OUT OF WINDOWS 


WwW HOW TO LET IN THE LIGHT 


n 


Rennens 


WINDOWS IN MORE than one wall give maximum 
light distribution throughout the room. Strip or clere- 
story windows offer adequate light and ventilation 


but also offer maximum privacy 


ONE LARGE WINDOW is more desirable than sev- 
eral small ones. Not only is there better distribution 
of light, but dark areas between openings and un- 
desirable contrasts in brightness are eliminated 


MORE ON WINDOW PLANNING 


American 
Builder 
TECHNICAL GUIDE 


theoretical considerations must all serve as guides 
Although uniform distribution of light throughout 
a room is desirable it is not always obtainable, and 
one of the most common faults of improper window 
placement is that of glare 

Glare is basically the product of extreme con- 


w HOW TO LET IN THE AIR 


P em 


PRINCIPLES OF AIR MOVEMENT play their part in 
window placement. For maximum cooling, air should move 
through the room at the level of occupancy. Avoid the type 
and location of windows causing air to flow along ceiling. 


Low pressure area 


High preesure area 


HIGH PRESSURE area is created by 
moving air striking a building 
pressure area is created as air moves 
over and around the building 


BETTER VENTIL 


low 
room as possible 
limit the air flow 


OBSTACLES in the path of moving air slow it down and 


have a tendency to divert its flow. Heavy shrubbery, fences 
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MAAL AMNIS 


by placing window: 


across the 


GETTING THE MOST OUT OF WINDOWS continued 


trast, and should not be confused with brilliance. 
Outdoor light is much more intense than indoor 
light, but the eye is usually comfortable out-of- 
doors. When the eye must accustom its mechanism 
to both a brilliant and weak light source at the 
same time, it becomes tired. 

While most building codes demand that the glass 
area of a room be not less than 10 per cent of the 
floor area, an excess of 20 per cent is favored for 
maximum illumination. Windows on one side 
a room are not as desirable as windows on two or 
more walls 

Shape and location of the window does much to 
govern distribution of light. Tall, narrow windows 
give deep distribution of light into the room. Short 
wide windows give broader and more shallow light 
distribution. 

Placing principal window areas toward the south 
offers better illumination in winter. In Southern 
areas, however, a northern exposure will reduce the 
heat load of the sun on glass areas 

Full screens on a double-hung window will re- 
duce effective daylight as much as 50 per cent; 
half-screens will absorb only about 15 per cent 


TIPS FOR TOP VENTILATION 


Natural ventilation and summer comfort can be 
"built into" the house by taking advantage of the 


High pressure area 


ATION is achieved 
as far apart in a 
Corner windows 

room. 


PARTITIONS divert and slow down 
the movement of air through a house 
the movement of 
caused by differences in air 


air is primarily 


pre 


ure 


= — uL 


and other obstructions should 
"planned around" to 


be 


either eliminated or 
take full advantage of breeze: 
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prevailing breezes. To understand these advantages, 
it is necessary to understand the principles of air 
movement 

Air moves either by differences in temperature 
or differences in pressure. Because warm air rises 
air entering the room at a low point will continue te 
move if provision is made to exhaust it at a higher 
point 

Prevailing breezes striking 
high pressure 
pre ssure area a 


building create 
rea on the windward side, with a lov 

it moves around the building. The 
wall on the high pressure side acts as a dam and 
forces the air through the open windows and 
through the house. On the low pressure side a vacu 
um is created and the flow through the house is 
increased. To speed this movement. the openings 
through which the air leaves should be larger than 
those through which it enters 

Obstacles in the path of moving air cause it t 
change direction, thus slowing it down. Because thi 
cooling effect of air in summer depends on its 
speed, obstructions should be held to a minimum 

Most building codes have a minimum of 5 per 
cent of floor area as the amount of ventilation 
openings in a room. An excess of 10 per cent is 
much better, since maximum openings can mean 
maximum cooling on hot days. 

Selecting the proper window has much to do 
with the effectiveness of ventilating. Horizontal or 
vertical sliding windows are best for locations lower 
in the wal Awning, casement or hopper vent 
types can be adjusted to deflect air currents in the 
direction which will afford the greatest comfort to 
the occupants. 

In cross-ventilating a room, remember that the 
greatest flow of air is achieved by placing windows 
far apart. Corner windows limit the flow of air 
rather than increasing it 


FOR A ROOM WITH A VIEW 


The view from the windows is as important to the 
Occupants as is light and ventilation. This factor 
should be considered in the orientation of the house 
as well as in the size and placement of the windows 

Ihe proportions of the window opening should 
be scaled according to the view. A large horizontal 
window should be used to frame a panoramic view, 
while a confined view, such as a patio, is better 
suited to a vertical grouping. 

In planning window openings, it is important for 
the builder to avoid placing muntins or rails where 
they will interfere with normal vision when seated 
or standing. While vertical divisions are not as ob- 
jectionable as horizontal ones, even these should 
be kept to a maximum width of four inches, if at 
all practical. Large floor-to-ceiling windows tend 
to bring the outside in; while strip windows supply 
privacy with the view. 
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WF HOW TO OPEN THEIR EYES 


WITCHES 


SKETCH SHOWS the average eye-level range for persons 
sitting and standing. Consideration should be given in the 
placing of windows so that sills and horizontal rails o 
muntins do not interfere with vision. Avoid horizontal 
window divisions within the levels shown. Avoid over use 
of vertical divisions, too. Dimensions shown are based on 
persons from 5’ 0” to 6’ 4” tall, as well as on the usual 
window head and sill heights as determined by the place- 
ment of furniture along the walls 


SMALL ROOMS can be made larger with walls of glass 
Large floor-to-ceiling glass areas also make the outdoors 
come into the room. This device is most effective when 
used between a room and a patio or terrace 


CLERESTORY WINDOWS have many advantages, par- 
ticularly for bedrooms. The short, high windows provide 
plenty of light, ventilation and scenery, but minimize the 
heat from the sun and keep privacy as well, 


li 
SUN VALLEY JR. 


To make it possible for you, even though restricted 
by close budgets, to include aluminum sliding glass 
doors in every home you build, Sun Valley Industries, 
Inc. has designed and built the first truly LOW COST 
Aluminum Sliding Glass Door — the SUN VALLEY JR. 


FUNCTIONAL DESIGN 

Made from finest durable extruded aluminum, SUN 
VALLEY JR. doors are slim and trim and easily 
become a functional part of any home design. Fully 
weatherstripped with extruded neoprene and mohair 
pile...will not rust...and require no painting or 
maintenance. Locking stiles may be reversed allow- 
ing sliding unit to be right or left. Glides silently, 
effortlessly on sealed ball bearing rollers. Doors are 
6' 814" high...2 panels for door width openings of 
6’, 8', 10’ and 12"... 3 panels for 9’, 12’ and 15’ open- 
ings. Accommodates X," and i crystal or 14” plate. 


SUN VALLEY INDUSTRIES, 
Dept. 210 


8354 San Fernando Road - 


Aluminum Gliding Gloss Doou $0450 for Oft. wide 2 panel door 


PRICES ON SUN VALLEY JR. DOOR 
All doors 6' 814,” high 


DOOR WIDTH OPENING 
2 Panel 6’ 
8 
10’ 
12. 
3 Panel 9 
12’ 
15 
Quantity Discounts Available 


FOR THAT ADDED TOUCH 

SUN VALLEY JR. aluminum sliding glass doors can 
be that added touch that tops off other strong fea- 
tures influencing prospective home owners to buy 
your homes. Get complete product and LOW COST 
information now from your SUN VALLEY distributor 
or write— 


LIST PRICE 


| N E * 
Sun Valley, Calif. D eof 
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The Payoff 
Departments 


New Products and Catalogs . page 207 — 


Builders’ Supermarket for new products and equipment, and for manu- 
facturers’ literature, on windows and doors, kitchens and bathrooms, 
floors and ceilings, building specialties, etc. Just detach the handy 
reply card at the beginning of the Supermarket and go right on through, 
circling the items that mean money in your pocket. 


How To Do It Bette ³256 —9 


Everything from an easy-to-build roof boom to converting a hand bull 
float to a power model to making counter-top joints; all these ideas have 
been tested and found helpful by other builders and are now presented 
here for vour own use. 


Ask The Experts 


Got a problem you can't solve? Our staff of experts analyzes reader 
queries, and may have some valuable tips for your operation. This 
month, the experts discuss a knee wall addition to a dormer; four causes 
of drywall nail popping; economical sound proofing of wall board, etc. 


Convention Calendar 


Here is American Builder's listing of all association meetings scheduled 
to take place in the near future. Check these listings for the meetings 
you want to attend . . . these are the places to learn what your fellow- 
builders are doing. 


Up With The Law........................268 — 


American Builder's legal consultant, John F. McCarthy, offers valuable 
advice to builders on questions involving the law. This month. Mr. 
McCarthy discusses union violence and the power of state courts to 
prevent and enjoin it. 


Better Detail Plate 


Here, in detailed drawings, vivid photos and complete text, is the 
planning for a louvered skylight for a timber chapel. Save these pages; 
you'll be glad you did. 


The Month Ahead...................................A380 —» 


Things for alert builders to think about in the month of October. 
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to attach gypsum lath to steel studs 


The new Penmetal Studlock Clip 
System has been developed expressly 
for the rapid, low-cost erection of non- 
combustible non-bearing plastered 
partitions. Ideal for use wherever econ- 
omy, fire-resistance and low-sound 
transmission are required, the system 
consists of Penmetal studs, track and 
five ingenious clips. 

Penmetal studs are well known 
throughout the construction industry 
for their strength, rigidity, straightness 
and uniformity. They are made of 18- 
gauge steel to reduce the load to a 
minimum, and to enable the erector 
to fabricate easily. They meet the 
specifications of the United States 
Corps of Engineers and Veterans’ 
administration, 

Studs are furnished in 2", 242”, 344”, 
4" and 6" widths. Their openings pro- 
vide easy passage of pipe, conduit or 
cable without expensive chases. Track 


Here’s an easy, economical way 


is made in five sizes to fit over the 
flanges of the different studs. 

Because of the simplicity of the 
clips, attachment of lath takes mini- 
mum time. And, the clips are low 
in cost. 

Send for samples and folder describ- 
ing the Studlock Clip System. No cost 
or obligation. 


PENN METAL COMPANY, INC. 


General Soles Office: 
40 Central $t., Boston 9, Moss. 
Plant: Parkersburg, W. Va. 
District Sales Offices: New York, Philadelphia, Pitts- 
burgh, Chicago, Detroit, St. Louis, Dallas, Little Rock, 
Seattle, San Francisco, Los Angeles, Parkersburg 


en 


“JF” CLIP secures loth to calling track Mo | 
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“AS” CLIP anchors track ond stud 
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WHAT to build 


HOW to build it 


If one picture is worth 10,000 words 
„„ „what are these pictures worth? 


Look sharply. These two interior photos, this 
construction detail, mean big money to you. 
107,730 AwEnICAN BUILDER subscribers say so. 
Heed them . . . they're the largest, most influen- 
tial audience of your own best customers and 
prospects. 


Every month they see vivid combinations of 
such WHAT-HOW“ pictures in this one light 
construction publication. Right here. No place 
else. This realistic editorial formula of "WHAT 
to build HOM to build it” is exclusive with 
AMERICAN BUR. Painstakingly thorough, 
alert, anticipating the builder's problems and 


Nobody covers American Building like . . . 


profit-opportunities . . . from "Custom Building 
with Stock Parts," to the specifics of “Cabinets 
as Space Dividers." 


What ordinarily it takes two magazines to do, 
AMERICAN BUILDER does more effectively and 
economically —for the reader in a single maga» 
zine . . . for the advertiser with a single schedule. 
When the editors handle this big WHAT. 
HOW” job so ably, your advertising starts 
selling sooner, hits with a heftier wallop, reaches 
more ready-to-buy readers. Yes, only herein... 
AMERICAN BUILDER, Simmons-Boardman Pub. 
Corp., New York 7, N. Y. 
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WOODCO 


WOOD AWNING WINDOWS 


The merit of a window can be measured in many ways 
There's QUALITY, PERFORMANCE and STYLE 
for customer satisfaction and easier sales. There's 
ECONOMY of labor in EASE-OF-INSTALLATION 
a direct result of SUPERIOR CONSTRUCTION 
ind RIGID FACTORY INSPECTION 


Whether you use one or all of these yardsticks, you'll find 
WOODCO E-ZEE Loc Wood Awnit Window 


e up but surpass all others in 


; not only 
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CHECK THE WOODCO E-ELE Loc PATENTED FEATURES: 
© EASY TO LOCK e DOUBLE VINYL 

© SEQUENCE AIR CONTROL WEATHERSTRIPPING (Pat. Pend.) 
© TOXIC-TREATED TO PREVENT DECAY © WATER-REPELLENT TREATED 

© EXTRA HEAVY SASH anc FRAME „ COMPLETELY ASSEMBLED 


For further information see your dealer or write to 


WOODCO CORPORATION 


Formerly General Woodcraft Co., Inc. 


North Bergen, N. J. 


Branches: LOWELL, MASS., SCHENECTADY 3, N.Y. 
—| — ̃ —— — 
Wholesale Millwork Div E-ZEE Loc Wood Awning Div 
ROCKWELL of RANDOLPH, Inc. WOODCO CORPORATION 
Randolph, Wisconsin Jacksonville 1, Fla 
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THE BEGINNING OF A NEW ERA IN HOME BUILDING 
DOCUMENTED IN THE SEPTEMBER ISSUE OF [SAAD IC 


For the entire building industry and consumers alike L i VI NG presents... 


23 RESIDENTIAL HOME DESIGNS IN ONE ISSUE! 


THE ELECTRI-LIVING HOMES 


ON 22 LOCAL SCENES throughout the 
country — twenty-three architect-builder teams 
have designed and built Electri-Living homes. 
These homes are tangible evidence for consumers 
of the technological progress and developments 
that can be theirs in the moderate cost home. 


SPONSORED BY local utility companies, and 
builders' organizations . . . in cooperation with 
LIVING For Young Homemakers magazine which 
has long felt the need for local programs such as 
Electri-Living and has set out to forward them 
locally and nationally. 


RESEARCH AND STUDY in each region de- 
termined the needs and tastes of the prospective 
homeowner after extensive consultation with 
architects, builders, utility companies, manufac- 
turers, banks, suppliers and young families in 
search of better shelter. 


ADVANCEMENTS in DESIGN AND CON- 
STRUCTION methods and materials were 
merged in these homes to make them a composite 
of today's best thinking. 


THE INAUGURATION OF A NEW LEVEL 
OF ELECTRICAL LIVING in the Electri- 
Living homes makes them the homes of tomor- 
row — ready for the homemaker to live in today 


"MAJOR CONTRIBUTION TO THE 
BUILDING INDUSTRY” say architectural 
educators and utility companies consulted on the 
program. They also characterize the Electri-Liv- 
ing program as “a guide to home planning for 
young families .. of inestimable value to builders 

. represents volume sales for manufacturers 

. opens up a new vista for home building in 
the U. S." 


SEE THE RESULTS of this intensive home building program sponsored by LIVING ... 


23 homes distinctively designed and built for specific regions of the United States... 


capturing a maximum of comfort, convenience and easy maintenance within each home 


... proving that the individual family within an individual community can have— and 


insists upon having—a home that satisfies the greater number of their needs and desires. 


BE SURE TO GET YOUR SEPTEMBER ISSUE OF 


LIVING 


FOR 


YOUNG 


HOMEMAKERS 


A Street and Smith Publication +» 575 Madison Avenue, New York 22, N. Y. 


AT YOUR LOCAL NEWSSTAND 


CAST IRON SOIL PIPE 


LASTS FOREVER! 


In recent years—especially during World War II when 
there was a shortage of cast iron—a number of non- 
metallic substitutes for permanent cast iron soil pipe have 

come on the market. Few of these materials claim to do 

a better job than cast iron. Claims for equal performance 

are based on the experience of a comparatively few years 

But only cast iron has passed the acid test of time—genera- 
tion after generation. 

In many of our nation's historic public buildings and ante 
bellum homes, the same cast iron soil pipe and fittings that 
were installed when tbe structure was built are still in service, 
and good as new. 

Because of improved manufacturing methods, production stand- 
ards and rigid metallurgical and laboratory controls, modern 
cast iron pipe is vastly superior to that of earlier days. While 
modern homes may not be designed or built to endure forever, 
owners like the comforting assurance that their plumbing drain- 
age system will give trouble-free service as long as the home lasts. 
That’s why the majority of architects and contractors specify CAST 
IRON—the only time-tested, permanent piping. 


d 
WOODWARD IRON COMPANY = rotete cation pipe 
but supplies many of the nation's 
WOODWARD, ALABAMA leading foundries with quality pig 


iron from which pipe is made. 
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Paddock Hills 

-—New 1100-home St. Louis County 
Development being equipped with 
Emerson-Electric ventilators 


Builder 
Mayer-Raisher-Moyer Construction Co 


Architect 
Robert Elkington, A. l. A 


Electrical Contractor: 
E. A. Koeneman Electric Co. 


Add selling power to homes like this 
with new Emerson-Electric ventilators 


Typical ceiling installation in 
bathroom-—helps expel moisture 
and prevent condensation. 
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Quality, performance and lasting 
beauty —that's the *''strong-sell" 
story of the new competitively 
priced Emerson-Electric 8-inch 
ACTIVE-AIR ventilator for kitch- 


ens, bathrooms, utility rooms. 


Housing project developers and 
custom builders take advantage of 
the selling power of the famous 
Emerson-Electric 66-year reputa- 
tion. They know that buyers are 


— — —᷑ü 


New Emerson- Electric 8" ACTIVE-AIR ventilator, 
with its mirror-finish grille, appeals to home 
buyers. Whisks out kitchen odors, heat, steam. 


Backed by the FAMOUS 5-YEAR 


influenced by what they see—that 
the Emerson-Electric trademark 
and the 5-Year Factory-to-User 
Guarantee gives the installation 
added value. 


Write for complete data on Emerson 
Electric ventilators and attic, ceil- 
ing and exhaust fans. Ask for Fan 
Bulletin No. 1032 today. THE 
EMERSON ELECTRIC MFG. 
CO., ST. LOUIS 21, MISSOURI. 


New 24” and 30” Emerson-Electric ACTIVE- 
AIR attic fans are designed to be installed in 
narrow hallways and low-headroom attics, 


Factory-to-User GUARANTEE at no extra charge 


Emerson-Electric 
of St. Louis . Since 1890 | 
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|ways* with Insulite 


says Francis J. Schons, Schons 
Construction Co., Waterloo, lowa 


“Believe me, I wanted this house to be perfect," 
Mr. Schons recalls with a grin. This is Rudy 
Hansen's own home. Rudy is a lumber yard 
manager. So you see what I mean.’ 

To build the finest possible home, Schon: 
and Hansen agreed on use of Insulite products 
throughout — Bildrite Sheathing, Insulite Wool, 


and Insulite Hardboard Underlayment. 

“Besides giving us a tighter, warmer house, 
I'd say Insulite cut our costs about $175," states 
Schons, “and on a medium-priced home that's 
real money. The biggest saving, of course, was 
made with Bildrite Sheathing. It's the only 
heathing I'll ever use.“ 

Want facts about how you can cut costs with 
Insulite—on any type of home, from $10,000 to 
$100,000? Write Insulite, Minneapolis 2, Minn. 


build better and save with 


INSULITE 


INSULITE, Made of hardy Northern wood 


MANL 


Individualized , 
Garage Door | 


y — o 4 
Designs 
Over 40 decorative designs 


afford unlimited combinations 


Flush Doors * Raised Carved Panels 
Applied Rosettes * Accent Molding 


== 
- 
Nationwide sales and instal A cATAL0G In 
service. See your classified F SwEET'S 
telephone directory for nearest ` — 
Ro- Way Distributor. 4 


Á e é 


ROWE MANUFACTURING COMPANY 759 HOLTON STREET» GALESBURG, ILLINOIS 
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it s 
“A wise investment”. That’s 
Woodcrest Homes at 


siding wn 


at d t le 


Ww lat ti e manageme nt « f 20tl 
Haddonfield, N. J. calls Flintkote 


above are some the frst 


Materials 


Century 
oofing and 


oil the section of th 


hon Jes ir 


elopment featuring Flintkot« 


20th Century Woodcrest Homes again chooses 


Flintkote Roofing and Siding 


for 360 more new homes! 


Builders continue to find 


X nt 


Flintkote roofing and siding a wise 


because these materials help dr« 


p a home. Help to 
to keep it 


neip 0 a 

because Flintkote roofing and siding add beauty, color, 

econom ong-lasting all-weather 
to fire moisture 


Give protection. 


istance 


the 
an entire 


because increase present and future value 


community. 


of a 


singk home or 


You'll find just what you are looking for in the famous Flintkote 
line of colorful shingles and sidings. See your Flintkot« 
toda’ 


THE FLINTKOTE COMPANY, Building Material 
30 Rockefeller Plaza, New York 20, N. Y 


upplier 


Division, 
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So well are Flintkote roofing and 
siding proving themselves on the 
first houses. ..20th Century Wood- 
crest Homes has specified Flintkote 
materials again... for 360 new 
modern homes. Here 


litra- 


..going up. 


^ 


Now, new exterior plywood with {0 


i * 
WHAT COULD BE SIMPLER? Durapl 
Big size of panels means you can close in a house in a day save extra material and cost of installing them 


can be nailed right to the studs with no sheathing, no building paper 
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overlay faces cuts building costs 


Easy-to-work Duraply 


Siding needs no 


sheathing — 


ho priming coat 


ow you can make real savings in con- 
N struction time and cost with new Weld 
wood Duraply .. and what a whale of a dif 
ference its going to make in your profits! 
Duraply is exterior grade plywood with per- 
manently bonded faces of tough, smooth 
Crezon. And that Crezon overlay makes 
Duraply completely unlike any other type of 
plywood you've ever worked with. Now — 
with Duraply — you can 


1. Save price of sheathing and cost of in- 
stalling it. In areas where building codes 
permit, you can use Duraply as a sheathing 
siding all in one! No separate sheathin; 
needed. You can actually nail Duraply right 
to the studs. For this, Duraply should be used 
in a minimum of 4” thickness. You'll want 
to use Duraply for gable ends and soffits, too 


2. Save on painting costs. The supersmooth 
Crezon surface of Duraply takes paint better 
and holds it longer than a wood or shingk 
urface. Two coats of paint on Duraplv actu 
ally give the same protective cover as 3 coats 
on ordinary wood surfaces. Strong, durable 
Duraply is completely weatherproof — stands 
up to water, harsh sunlight, drastic tempera 
ture changes 

Duraply is available in v-grooved (to give 
the effect of random-width planking) and 
plain panels. Panels go up quickly, can be 
fabricated with ordinary tools. Available with 
Crezon overlay on one or both surfaces. Panel 
sizes: 4’ x 8’, 4’ x 9’, 4’ x 10’; five thicknesses 


7 
LS 


\ Weldwsod | 


W/eldwood 
DURAPLY'* 


A product of 
UNITED STATES PLYWOOD CORPORATION 
Weldwood —The Best Known Name ín Plywood 
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m 
PAINTING IS A SNAP WITH DURAPLY. You not only save 
cost of primer and labor, but also the drying time. A 
Duraply-built house can be completely painted whik 
in ordinary house is still getting its finish 


from 545" to 34”. Duraply is also available 
in precut lap-siding. The lap-siding panels are 
eut 12" x 8’ and 16" x 8’ in 3%” thickness, 
packaged 10 panels to a carton. Furring strips 
are preattached to the bottom edges to pro- 
vide a deep shadow effect and backup wedges 
are included in each carton. Aluminum cor- 
ners are also available. For information and 
a free sample of Duraply, send the coupon 
below. You can see Duraply at leading lumber 
dealers or at any of our 87 offices in principal 
cities. In Canada: Weldwood Plywood, Ltd. 


United States Plywood Corporation A89-56 
55 West 44th St., New York 36, N. Y. 


SEND ME full information and free sample of new Duraply. 


NAME 
COMPANY 
ADDRESS 
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HOW TO PACK A KITCHEN 
WITH SALES APPEAL 
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A prime selling feature in this attractive kitchen is window beauty su pplied by 
WINDOWALLS. These Andersen Casements open v i 
ur ep out kitchen odors. Yet C S lose tight i 
athert Kf barrier on windy, wet or win ys. They’re both 
They're Andersen WINDOWALLS, designed to bring 


omtort 


on on Andersen WINDOWAI 
Sweet's Light Consti on Fil r write Andersen. 
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What's a "Swing" 
Got to do with Insulation? 


Here's a lively demonstration that drives home the 
"uggedness of Balsam-Wool insulation. Build a simple 
frame of 2* x 4” lumber; suspend a short length of 16’ 
Standard Balsam-Wool from the top as shown. Add 
a swing . and you're ready to demonstrate just 
how tough Balsam-Wool is! 


What does this swing test prove? Simply this: Balsam- 
Wool is built to withstand tough handling on the job... 
yet it’s so gentle and clean to use. This rugged insulating 
blanket is designed for site application or prefabrication 
operations. 

An insulation has to be good to stand up under this 
demonstration. Insulation that doesn't tear easily, pull 
apart or settle on the job...fully measures up to good 
application standards. 

There's nothing flimsy about Balsam-Wool Sealed 
Insulation. It's built rugged for good application results 
that mean maximum efficiency on the job. 

Chances are you may not build such a "swing"...but 
you can demonstrate Balsam-Wool's ruggedness with a 
simple product sample which shows: 


1. Tough cold and warm side liners (effective barriers 
against wind and moisture passage). 


2. Bonding of insulating mat to liners (insulation stays 
put for a house- time). 

3. Rugged spacer flanges (a reinforced flange for appli- 
cation to framing, providing important air spaces). 


4. Low thermal conductivity (soft, non-irritating wood 
fibers effectively stop heat and cold). 


Balsam-Wool sealed insulation is sold by lumber dealers. 
You'll like the way it handles on the job! Wood Conversion 
Company, Dept. 118-96, First National Bank Building, 
St. Paul 1, Minnesota. 


BALSAM-WOOL . 


Blanket Insulation x 
— 


RUGGED AND PROTECTED 70 
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Whatever the cutting problem, Porter-Cable makes a quality 
portable saw that fills the bill exactly 


There are 13 ruggedly built models with 4” to 10” blades, 

including the new 81⁄4” Speedmatic illustrated ind the 

remarkable new Model 148 Bayonet Saw. A wide choice of blades 
and cutting discs makes for fast, efficient work in all materials — 12 
separate saw kit combinations offer exceptional value and convenience. 


Every Porter-Cable tool is built to last to give complet« 
satisfaction through long years of dependable service. Write today 
for free catalog and the name of your nearest Porter-Cable Dealet 


Model 28 Spe € dmatti Sau $1 0 In bandy Rit with accessories, $1 4 P 
Write for full catalog of the complete Porter-Cable line. 


Porter-Cable 


PORTER-CABLE MACHINE COMPANY 
6019 N. £ t t vracu 8, New York 


saws * belt sanders * finishing sanders © drills © routers * planes 
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ENTIRELY NEW 
AND WONDERFUL 
WAY TO ENCLOSE 

BATHTUBS 


TUB-MASTER I$ MADE WITH HIGH-IMPACT DYLENE PLASTIC. Can't 
has no sharp corners to cut or scratch. Panel 
d aluminum frame 


shatter or splinter 


fit snugly into poli 


CAN BE INSTALLED QUICKLY 
Tub-Master comes complete in one pack 
s easy to lift and handle 


age 
e: 


NEW TITLE 
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E 


PRODUCTS 


NEW FOLDING TUB-MASTER SLIDES SMOOTHLY, QUIETLY for luxurious 
showering. Translucent doors let in plenty of light, keep out draft 
The bar that fastens enclosure forms a handy towel rack 


on t warp or deteriorate 


TUB-MASTER FOLDS BACK AND STAYS OUT OF THE WAY for bathing 
children or washing bathtub. By-passes for easy entrance to tub 
closes completely for shower. Dries immediately. Cleans like a breeze 


Cleaner than a shower curtain - Safer than glass - Lovelier than either! 


Now—a really exciting innovation to in 


crease the saleability of your houses —the 
most convenient bathtub enclosure ever 
made! MoDERNFOLD’S new Tub-Master has 
every desirable feature that home-buyers 
want in a custom-made bathtub enclosure 
eliminates everything they don't want 
These photos just start the list!) And 
there's absolutely nothing else like it for 


modernfold 


DOORS 


GMBH 


STLE IND VA e 


II rr Aer 
ST AR 


MANUFACTURERS 


glamorizing your bathrooms! 

Tub-Master comes in beautiful decorator 
colors that go clear through — won't fade, 
mildew, chip, flake or peel. It increases the 
value of the homes you build...helps mer- 
chandise them. Call a MopERNFOLD Dis- 
tributor, he is listed under "Doors" in the 
classified directory. Or send coupon for 
complete information. 


New Castle Products, Inc. 
Dept. J21T, New Castie, Indiana 

Please send complete informa 
MopERNFOLD Tub- Master 


on new 


N 
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WOOD ’ MULTI-PURPOSE WINDOWS 
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UNDERSCREEN 
OPERATOR 


locks in any position 


A pin-and-socket device locks the sash in many positions between fully open and 
fully closed. The aluminum Underscreen Operator is PELLA'S exclusive way of opening 
and closing sash without screen interference. And it’s furnished at no extra cost. 


OPERATES QUIETLY 


The aluminum Underscreen Operator arm slides through a solid Nylon guide for 
smooth, quiet operation. Guide is wear resistant...needs no lubrication. 

Inside screens are inconspicuous. They save storage space because they may 
be left in place year ‘round. Wood frame screens are included with all windows that 
ventilate. All-aluminum screens available at nominal extra charge. 

PELLA MULTI-PURPOSE WINDOWS are low in cost, yet have these quality features 
and many others—like all-aluminum and stainless steel hardware and stainless steel 
weatherstripping, sash and frame of select western pine, toxic-treated, mortised 
and tenoned. Self-storing, inside "storms" available when specified. A packaged window. 
Completely factory assembled. See our catalog in Sweet's Architectural or Light 
Construction File. Representatives throughout U. S. and Canada. 


WOOD MULTI-PURPOSE WINDOWS 


ROLSCREEN COMPANY, Dept. H-76 
PELLA, IOWA 

Please send helpful 20-page book, 
“Library of Window ideas.” 


FIRM NAME 


CLIP AND MAIL TODAY 


ADDRESS 
city ZONE STATE 


ATTENTION MR. 


e an cuo Se aum» cune —— S 
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A LABEL LIKE THIS ON YOUR WINDOWS 


GLASS 


HELPS PUT A QUALITY LABEL ON YOUR HOUSES 


It would be silly to say that this famous symbol of quality will 
sell your houses, but consider this 

In advertisements to Mr. & Mrs. America during 1956 alone, 
this L-O-F label is appearing 216,787,000 times! 

So when it appears on the windows of your houses, home 
buyers are naturally more confident that you’ve used well-known, 
top-quality materials //mroughoui 

Order high-quality L'O-F Window Glass from your local 
L'O-F Distributor or Dealer (listed under “Glass” in the yellow 
pages of phone books). Libbey Owens Ford Glass Company, 608 
Madison AN enue Tole ao 2, Ohio. 


LIBBEY: OWENS ° FORD 
a Great Name in Glass 
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Now Dow plastic foam insulation elimi- 


nates furring, lathing assures warm, 


walls 


struction method proved in low-tempera- 


v aterprool masonry [D ith con- 


ture structures 


Authorities have been astonished recently 
to see how damp-free masonry homes can 
he erected in less time—without ſurring 
or lathing—by using the low-temperature 
method with Styrofoam™ (a Dow plastic 


foam 


This rigid, water-resistant insulation bonds 
to masonry walls with portland cement 
mortar. Plaster keys directly to its surface 
Time-consuming jobs are eliminated, and 


the result is a dry, well-insulated structure 


New cost-cutting construction 
introduced by Styrofoam insulation method 


These are a few of the many reasons why 
experts agree that Styrofoam brings a new 
Yet no 


special tools or training are required. 


concept to home construction 


Proved best by industry— 


Stvrofoam has been manufactured in 
commercial quantities since 1943. In that 
time it has been used with exceptional 
success in industrial installations across 
the country. The list of foremost organi- 
zations that have used Styrofoam reads 
like "Who's Who"! Now increased pro- 
makes the advantages 
to the builder field. 


thermal conductivity, its high resistance 


duction unique 


available Its low 


to water and water vapor, combined with 


its exceptional strength and light weight, 
add up to make a superior insulation for 


all building needs. 


Everyone benefits— 


With Styrofoam the home owner enjovs 
the finest insulation—plus smooth, long- 
lasting plaster walls. The builder profits 
from the elimination of furring or lathing 
—plus exceptional ease of handling. And 
the architect is able to specify walls he 
knows will remain dry. 


Brochure of architectural details is avail- 
able at no cost from Plastics Sales Dept. 
PL 532Y-l, THE DOW CHEMICAL COMPANY, 
Midland, Michigan. 


Builder shows 


1 MASONRY wall is erected according to usual practice... 2 MORTAR of portland cement is applied to Styrofoam... 


What do the unique 
advantages of 


Styrofoam mean to 
builders? 


One of the first concerns of every builder is 
to erect faster-selling structures—at lower cost, 
And Stvrofoam now makes an outstanding con- 
tribution to help accomplish these twin goals. For 
instance— 

Stvrofoam is so strong, so rigid that concrete 
floors are poured over it without additional 
support (so larger sections can be applied at one 
time! 


lt the lightest of all rigid insulations, weighing 
onl 1 ounce per board foot for easier h indlin o 


on the job 


lt is not alfecte d bs water or water y apor bes "us 
of tts noninterconnecting cellular structure. Even 
after a weeks immersion, only the open surface 


cells show any evidence of moisture (for drv living 
quarters 


Fhe low thermal conductivity cannot be matched 
by any other insulation with comparable properties 
The average "K" factor is 0.25 BTU-in sq. foot hr 
— for comfortable housing, winter and 
summer 


Exhaustive tests indicate Stvrofoam lasts a life 
time (for higher-value structures and completely 
satished clients 


It is nondusting, nonflaking, and can be cut easily 
with common tools (for low investment 


It is clean. odorless and nonirritating to the skin 
(for contented workers). 


Advantages like these can be turned to the builder’s 
profit—write for free brochure of architectural 
details and specify number needed. Address: 
Plastics Sales Dept. PL 523Y-1, THE DOW CHEMICAL 
COMPANY, Midland, Michigan, 


eliminate furring, lathing 


we 
Ana) * 


3 STYROFOAM adheres readily to masonry without furring! 4 PLASTER keys directly to Styrofoam without lathing! 


engineering 
data 


thermal properties 


8 s : Thermal Conductivity (K fac 0.23—0.27 st mean tem- 
— 

Styrofoam is tor) B. T. U. /ft. /hr. /in./^F perature of 40°F ( 
Linear Thermal Coefficient of 00003 to .00004 in. /in./°F 


S between Of, and 
faces by port- Expansion | betu 


land cement Specific Heat 0.27 B. I. U./ Ib. /F. at 40°F. 
mortar, cold- Resistance to heat (maximum 

setting asphalts recommended temperature Styrofoam 22—175°F 
or roller-coat- for continuous use) Styrofoam 33—155°F 


applied hot melt. PAO AE 
physical preperties Styro- 
foam 22 


Density (Ib./cu.ft.) 1.6—2.0 
Compressive yield 
strength (p.s.i.) 16—32 
Tensile strength (p.s.i.) 45—61 
Shear strength (p.s.i.) 21—36 
Flexural strength €p.s.i.) 42—61 48—99 
Compressive modulus (p.s.i.) 1200—1700 | 1500—2000 
Bending modulus (p. s. i.) 1000—1285 | 1250—1760 
Modulus or rigidity (p. s. i.) 700—1600 | 1000—1300 
(shear modulus) 


i 


readily adhered 
to masonry sure 


wall type 
* - ae : water resistance properties 
4” face 2 " 2 13S No 
Rest co " Capillarity ne 
— — — == eed 2 : Water absorption i 
Concrete s 3 À When subjected to 90°F., 90% f Less than 0.03% by volume 

d 36 relative humidity for 15 
days 

Water adsorption : 
When completely submerged Water pick-up only on suf- 
Concrete for one week face celis less than 0.15 
Block E: 30 .158 : Ib./sq. ft. of area. 
Cinder 


Block : 2 vapor transmission 

When Styrofoam acts as a 1.0—2.0 grains / sq. ft. /hr. / 
Where: barrier between spaces hav- in. of thickness/in. of 
*A = plain wall ing different atmospheric Hg. vapor pressure dií- 
*B — furred, lathed and plastered wall conditions. bd ference, 
*C = 1° thick Styrofoam with plaster direct—no furring or lathing Copyrighted by The Dow Chemical Company 1955, 


you can depend on DOW PLASTICS 
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Check these other applications where 


Styrofoam is superior 


E 
- amv - á 
CAVITY WALLS mav be constructed WALL PANELS with Styrofoam cores FOUNDATION AND SLABS— | nusually 


with air space on either side of Styrofoam. are available from several manufacturer satisfactory with wet-proof Styrofoam 


ROOFS— Exceptional strength is com- LOW-TEMPERATURE CONSTRUC- INDUSTRIAL EQUIPMENT —Tanks, 


bined with light weight to reduce dead load TION— Unique combination of properties. pipes and heat exchangers perform better. 


Free Brochure of Architectural Details 


A brochure of architectural details for various applications 
of Styrofoam is available to you without charge. Address 
Plasties Sales Department THE DOW CHEMICAL 
COMPANY, Midiand, Michigan. 


you can depend on DOW PLASTICS 
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[JOOP ANNOUNCES... 


An expanded “NIAGARA” /ine... 
A new "REGENT" //e... 


MORRISON //)7)/// 


The NIAGARA —- first all-steel, 7-section, quality garage door designed and 
priced for the volume building market — has allowed merchant builder 
everywhere to offer all the advantages of a sectional garage door for 
the same cost as an ordinary wood or one-piece metal door. Now the 
NIAGARA is available in a complete range of sizes — 8'-9'-10'-12'-14 
15’ and 16' widths, in 6'6" and 7'0” heights. The new larger sizes feature 
vertical and horizontal reinforcing for maximum strength and rigidity 
and a center locking handle with locking bars for extra security 
iim The REGENT is completely new. It has all the quality features of the 
i NIAGARA plus “extras” like wedge-type tracks and completely adjust- 
able roller brackets— generally found only on much higher priced door 


The REGENT is also available in the same complete range of sizes as 
the NIAGARA 


BOTH THESE GARAGE DOORS add to the value and saleability of any home 


QUALITY GARAGE Once your prospects try their amazing fingertip operation — consider 


the lifetime durability of their all-steel construction — see that they roll 


DOORS TO FIT EVERY v» complecel inside the garage without an awkward swinging-ou 


motion — once they learn the many other exclusive features from you 
BUILDING BUDGET — they'll be one step closer to being sold. 


YOU CAN'T FIND A BETTER “BUY” IN GARAGE DOORS than Morrison 
Roly-Doors. Look for the name of the nearest Morrison Roly-Door 


: | , Distributor or Dealer-Installer in the Yellow Pages of your telephone 
There's a Morrison directory or write directly to Roly-Door Division, Morrison Steel 


Roly Door for every Products, Inc., 644 Amherst Street, Buffalo 7, New York 
overhead door application... RESIDENTIAL +e COMMERCIAL * INDUSTRIAL 
IN CANADA: OVERHEAD DOOR SUPPLIERS, 1330 Bloor Street W., Toronto, 4 
Morrison Steel also manufactures Mor-Sun Warm Air Furnaces and Air Conditioners, and Morrison Service Bodies. 
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Wall refrigerator and freezer is a feature of Linda Lyle Homes 
that women rave about. Mrs. Rigsby shows how this new wall 
arrangement puts all the food on view at hand and, at the same 
time, allows added counter space. 


How 


LIVE BETTER... 


helps sell California's Linda Lyle 


*Everywhere you look you see indications that families 
today want better living built right into their new home. 
Thats why we're making Linda Lyle Estates an all- 
electric community," says Mr. James F. Rigsby, builder 
of one of California's newest developments in Fullerton, 
near Los Angeles 

There will be four hundred Linda Lyle homes when 
the community is completed, and they'll have an all- 
electric heat pump for year-round heating and air condi- 
tioning, electric kitchens, remote-control lighting...every 
convenience and comfort electricity can offer. 
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These homes are wired 
for full 


.HOUSEPOWER 


Attractive site sign arouses interest with the familiar words and 
symbols 


for HOUSEPOWER and LIVE BETTER Electr 
Visitors are influenced by the tie-in with both these nation- 
e promotions offering the promise of better living. 


Electrically A 


omes in the city of Fullerton 


In promoting his new project, Mr. Rigsby is using the 
theme of the two national movements, HOUSEPOWER 
and LIVE BETTER . . . Electrically, to help him sell. 
Both of these consumer advertising programs tell pro- 
explain the 
unique advantages of an all-electric home. So far, visitors 
show by their enthusiasm that Mr. Rigsby is definitely on 
the right track 

Ask vour local electric utility for advice and help on 
how you can benefit in your area from the national Live 
Better Electrically program, 


spective home buyers about electrical living 
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Everything's electric! Th 
electric range, electric 
and washer-dryer 
standard equipment. 


typical Linda Lyle kitchen boasts an 
wall oven, dishwasher, garbage disposer 
and electric water heater — all included as 


— 
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SEE YOUR ELECTRIC UTILITY for these useful 
Live Better... Electrically merchandising helps: 
e 72-page illustrated idea book (LBE-4) 
© 64-page residential wiring book (LBE-5) 
e Site sign — black and gold 
(14v2" x 22”) for builder imprint 
e Banners, streamers, posters 
Ad mats and advertising suggestions 
Full-color movie “Meet Mrs. Swenson” 


Jhen they look for clues to quality 


here’s a convincer! 


Millions of prospects for new homes or for remodeling—including your 
prospects—are learning about this seal 


They are learning that the AWWI Seal of Approval on wood window 
units is a convincing mark of quality in a house— windows which comply 
with the quality specifications of U.S. Commercial Standard 190-53 
They are getting the AWWI seal story in the big national magazines 
they read LIVING FOR YOUNG HOMEMAKERS .. HOUSE 
BEAUTIFUL...HOUSE & GARDEN...SMALL HOMES GUIDE. 


It’s all part of a nationwide promotional program. This program can 
work for you by furnishing instant identification of quality in windows 
—and by identifying YOU as a quality builder. Included in the program 
is a special certificate of window quality, proving that the windows you 
install, bearing the Seal of Approval, comply in every respect to U.S. 
Commercial Standard 190-53. A mighty valuable sales tool —as builders 
are finding out 


How can you tie in to this promotion? By asking your supplier for 
wood windows bearing the AWWI quality seal. Certificates of quality 
for home owners will gladly be furnished you through the same source. 
American Wood Window Institute Seal of Approval Division, Ponderosa 
Pine Woodwork, 105 West Monroe Street, Chicago 3, Illinois. 


ung Manual What the AWWI seal of approval 


if G — DC OF means for wood window units 
DING 


. Correct in design and construction 
Made of carefully selected lumber 
Preservative treated for lasting durability 

. Equipped with properly balanced sash for easy operation 
Efficiently weather-stripped for weather-tightness 


This full-page ad is typical of AWWI Seal of Approval advertising 
in big national magazines reaching home owners. 
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PAINTED ASBESTOS BOARD BRIGHTENS 


THIS SPLIT-LEVEL 


The beautiful sidewalls of this split-level 
show how smartly you can “individualiz 

a home with asbestos-cement board. Asbestos 
sheets are applied vertically with battens at 
gable ends; horizontally without battens in 
front. You'll find asbestos sheets take paint 
beautifully, are economical and easy to work 
with. An asbestos roof and sidewalls give 
you extra sales appeal — fire protection 
long life, and low maintenance. For more 


information on the new beauty and design 


possibilities of asbestos-cement products, 


write today for your free copy of 
“Advanced Designing—1956" 


ASBESTOS-CEMENT 
PRODUCTS ASSOCIATION 
509 MADISON AVENUE 

NEW YORK 22, N. Y 


New! Luxurious General Electric 
Dramatic Sales Appeal to Your Houses — 


€ REFRIGERATION 
CENTER 


Wall Refrigeration Center Adds 
Gives Any-Priced House a Custom Touch! 


Offers many installation possibilities. Save construction costs 
by using it as a wall or room divider 


Here, in one compact unit, is a practical new concept General Electric Cabinets underneath; separated by the 
in refrigerator design and styling that will put more new General Electric Cabinettes” in the center, with 


sales attraction in your houses. sliding glass panels. 


The basic feature of this wonderful General Electric And if you wish to provide more freezer space, you 


Refrigeration Center is its flexibility can install one or two of the new General Electric 


For example, you can install the 11-cubic-foot Gen- Roll-Out Freezers underneath, in place of regular base 
eral Electric Wall Refrigerator-Freezer without any cabinets. In this way, you can offer your customers a 


other units. Simply hang it on the wall on a specially l6- or 21-cubic-foot refrigeration center all in one! 


provided mounting bracket Call or see your General Electric distributor for more 


Or u can substitute for this, the single, free- complete details. Household Refrigerator Department, 
standing unit (illustrated left) which consists of the General Electric Company, Appliance Park, Louisville 1, 
General Electric Wall Refrigerator in combination with Kentucky. 


Progress [s Our Most Important Product GA 


GENERAL Q ELECTRIC — 


G-E Wall Refrigerator-Freezer or G-E Roll-Out Freezer may be installed separately! 


These are the various units. Install one, G-E Wall Refrigerator-Freezer. Every- G-E Roll-Out Freezer holds up to 173 
two or more of these units for any arrange thing at vour eye level. Everything is ac- pounds of frozen food. Freezer glides out 
ment. Appliances are simply “stacked on. cessible. And because this appliance hangs smoothly and silently like a filing cabinet. 
Save f finishing an exterior wall or on the wall, extra fle ace is gained for Top section holds the foods you use most. 
erecting a partition ul. extra counter surfac id base cabinets. Bottom section hold bulky foods. 


x China ( 


Plenty of Natural Daylight 
in Lenox China's New P 


. . AND THIS BUILDING IS READILY EXPANDABLE, 
THANKS TO THE RUGGEDNESS OF STEEL WINDOWS 


When the Lenox China € mpany decided to double their produc- 
tion capacity by buildin new plant near Atlantic City, N. J., 
they asked the architects to meet two basic requirements in the 
de ien Fit to pre \ d plenty ol natural davligh must or 
gilding ind other intricate hand « peration: th t go Int the p! xluction 
of fine china. Second, to provide for plant expansion 
H. F. Everett & Associates, of Allentown, Pa., the architects, filled 
both requirements by specifying commer ial project« d steel win- 
dow Gl zed th tinted glass these indow s reduce sare but 
allow all the natural light necessary. When the time comes to expand, 
the rear window-wall of the four-bay plant can be removed, other 
bays added, and the windows re-installed. Tough on the windows: 
Of course — but sturdy steel windows can take it! 
Whatever type ol lesigning or building you do ndustrial, com 
mercial or residential — vou can do it better with steel windows 
Thanks to steel's strength, steel windows give more light and more 
ventilation than other types of v indow and are far morc rugged. MAXIMUM DAYLIGHT — These highly-skilled craft: 
A wide selection of steel windows in all standard types and sizes men are gilding fine china, an intricate job that 
. 1): requires excellent natural lighting. Only steel 
is available locally. Check with your building supply dealer, or FFP 
contact the loc id representative of any reliable, nation lly know n bers that permit maximum da light and maximum 
manufacturer of steel windows ventilation. See Sweet's File 16b. 
For many vears, manufacturers of fine steel windows have used 


solid, hot-rolled sections of open hearth steel made by Bethlehem. BETHLE HEM STEEL COMPANY 
BETHLEHEM, PA. 


On the Pacific € st Bethlehem products are sold by 
Bethlei i ( t Steel Corporation. Export 


BUILD FASTER ...SELL FASTER Wii 


STEEL WINDOWS (Gam 
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You are entering the American Builder 
oupermarket 


Help yourself to everything you want in new information and literature 
about new products shown on the pages ahead. This is one-stop shopping 
for ideas. Instead of writing a dozen different manufacturers, 

just circle the numbers on the other side of the card below . . . then 

drop it in the mail (no stamp needed). AMERICAN BUILDER will forward 
your request to each manufacturer, who will send you complete data free 


of charge. Get your pencil out and help yourself . . . 


4 cents Postage will be paid by 


Business Manager 
AMERICAN BUILDER 
30 Church St. 

New York 7, N.Y. 


V items below 
... and mail this 
postcard today 


INFORMATION SERVICE 


“FREE INFORMATION - “ON PRODUCTS and EQUIPMENT 


NEW PRODUCTS 


9601 
9002 
9003 
9004 
9005 
9006 
9007 
9008 
9009 
9010 
9011 
9012 
9013 
9014 
9015 
9016 
9017 
9018 
9019 
9020 
9021 
9022 
9023 
9024 


9025 9040 9052 9067 908? 
9026 9041 9053 9068 300 
9027 9042 9054 9069 9004 
9028 9043 9055 9070 

9029 9044 9056 9071 CATALOGS 
9030 9045 9057 9072 9085 
9031 SMARTEST Uses 685 9073 9086 
9032 9059 9074 vo 
9033 OF GAS YET 9060 9075 yous 
9034 9046 9061 9076 9049 
9035 9047 9062 9077 +000 
9036 9048 9063 9078 oh 
9037 9049 9064 9079 9092 
9038 9050 9065 9080 2093 
9039 9051 9066 9081 9094 


PLEASE PRINT NAME TEN Shed cede fav R CPV OOROTA?NAREGXG 
rn CEPT TTT Teer NND OP NIMES „„ „ 
STREET LTTE TT TETTEIT ETEEN Tren 
. eee een SEPTEMBER, 1956 
| wish to enter c subscription to American Builder for one yeor ($3.50) C) 3 yos ($7) U 


O New 


D Renewal ................... 


A HANDY NEW PRODUCTS 


American 
Builder 
BUYING GUIDE Your guide to new products 


. more about windows and doors. Your 
buying guide to this field, complete 

with the latest trends, starts ‘‘up 

front“ on page 164. It continues here 


with more ideas on the latest products. 


OPEN PLANNING begins with open window walls in Wichita 


Ki W B M ( Bilt-Well 
do * i d 
4 an 
opp Na a 00 
0 A ) gc al ple lat i 
trol. € & Collier Ce Att All E. Stoltz. Dept. AB 
D (Circle No. 9013 on reply card, page 206) 


How to open up for space and sales 


OTHER NEW PRODUCTS 
IN THIS ISSUE 


Baths and Kitchens ............ p. 218 ) 
Building specialties ............ p. 232 > 
Floors and Walls p. 228 » 
Tools and Equipment ........... p. 224 b 


Windows and doors ........... p. 214 b 


. ˙·-w oe y ror 


— Pio 


STACKING WINDOW UNITS írom SPACIOUSNESS CREATES SALES 


Pella’ Multi-purpose" lir 'hieved in Los Angel development by 

fixed [ p ombi ion in Dor George D. Buccola. O f the open 

Ericks« sid Excelsio Min plannir deas (Xf Arcadia steel 

I of toxic-treated Vi framed ing i OX to jor 

er Pi tainl tee spring pe livi room to outdoc iving area 

weathet pping ound entire sash Doors are weatherproof, ii iety of 

Competit priced. Rolscreen Co size Arcadia M Products, Dept 

Attn. A. L. Reisser, Dept. AB. Pella AB, 324 N. Second Aw Arcadia STILL MORE ABOUT WINDOWS AND 
lowa. (Circle No. 9014 on page 206) Calif. (Circle No. 9015, page 206) DOORS AHEAD . . . TURN PAGE b 
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More about windows and doors... 


WF OPEN PLANNING SOLUTION ... FOLDING DOORS OPEN TO 


«] 
1 


E A 
OPENNESS TURNS TO PRIVACY with installation of 
used by Bill I evitt in Levittown 


Pa., is an Accordofold door which features a w, mat 


a folding door. This on 


ing finished corn as well as choice of nine dec 
colors. Of vinyl pl with teakwood insert, door opt 
freely and silently « self-lubricating nylon slid r 
on jut: J! ck. Security h ‘ 

closings bout $24.50 for standard door 
Bamboo Corp., Attn. Lee Jacobs, Dept. AB 
ca, N.Y. (No. 9016, p. 206) 


Ja à Ave., Jan 


WF GARAGE DOOR SOLUTIONS . . 


RIGHT DOOR FOR THE RIGHT HOUSE was used by 

E. T. Schimmel and Sons of New York City on this hom: 

in York, Pa. Giving 
utt Tect d« 
tot In eff 


organized texture to the door à 
Raynor finished off front elevatior 
meet the demands of tract builde 

Raynor offers varie in 

ind panel arrangements, all k 

eme of the home. Illustrated door, ap 
Raynor Mfg. Co., Attn. J. M. Watson 
er Rd., Dixon, Ill. (No. 9018, p. 206) 


n levatio 


s E J i} f * 
Ji d - it 
li : "Ln $ Vitam =" - 2 
„ eirg ais E D ~ d 
te Fae? : i-o as S T T 


PRIVACY OR SEMI-PRIVACY offered by 
Fashionf 


>n gy as 


Hough 
ld Doors, often used in full-access clo 
Hufcor Door fo 
F uonfold a wood-sl ventilat 
Hufcor is of ply lamina whicl 
rigid partition. Air space between the cov 
dition bund barrier Hufcor which start 
In st id standar zes. From Hough Ma 
C. A. Weber, Dept. AB, 1044 S 
Wisc. (No. 9017, p. 206) 


om divider and tl 


THE FINISHING TOUCH IN 


FIVE SECTIONAL DOOR MOVING UP in popularity 


says Howell Mfg., which recommends it for: smoother 
operation because of smaller sections; a design which 
complemer home. Howelldors also 
ecommen by the maker for quiet operation, dowc 


contemporar 
onstruction, complete fabrication at the factory the 
touch action and the Howell-tite track (wedge type) whict 
can installed in as little as three inches of headroom 
Howell, Manufacturing Co., Attn. Margaret Donnell 
Dept. AB, N. Morehall Rd., Paoli, Pa. (No. 9019, p. 206) 


AMERICAN BUILDER 


latest products to fit the latest trends 


SPACIOUS LIVING, CLOSE TO CREATE PRIVACY 


e i : 


TEDAN eaa. e e 


STURDINESS PLUS SPACE SAVING in American EVERY INCH COUNTS in closet and bedroom space 


Community Builders’ Homes in Park Forest, III.: Stret when a folding door like this Modernfold unit is used to 


of stee Amweld folding door unit adds to folding ad enclose a closet. Doors are installed as package, complete 
vantages. Door provide € to closets, cupboard « ind ready for Frames are of rust-proofed steel, co 

wardro Four panels are hinged in pairs and doors fold ed with washable vinyl-coated fabric which comes 1 
to each le. Four-inch unit projects only seven inch ide color range. Four types of steel track are availabl 

into room when opened. Unit is sound-deadened, operates and pantograph hinge construction keeps door in 

or lon pivots. Prices from $31 to $35.50. Americar alance. Line includes stock, standard and Spacemaster 
Welding & Mfg. Co., Attn. S. T. Hunter, Dept. AB, 310 doors. Prices start at $22.45. New Castle Products, Att 

Dietz Rd., W 1. Ohio. (No. 9020, p. 206) J. D. Kenison, Dept. AB, New Castle, Ind. (No. 9021) 


TRADITIONAL, MODERN, VARIABLE DESIGNS 


FINISHING ARCHITECTURAL TOUCH to project and VARIATION IN DEVELOPMENTS as well as in indi 
custom home is the right garage door. Above, builde vidual homes is solved by Frantz's demountable Rosett 

R. A. Gall of Cleveiand employs correct styling of Graham which come in nine styles and can be mounted in numer- 
door to complement lines of his houses, uses many vai ous patterns on either the firm's sectional or rigid type 


ations of line to add individuality. These flush, sectional garage doors. Above, builders Gottel and Wolber of 
garage doors are upward acting, available with decorative Sterling, III., used a four-section upward-acting door 
mouldings or windows of all shapes built in at factor) (Model 226) with demountable decorations (Rosette No. 
Styles vary from Early American to contemporary. Gra 2520). Price: about $180. Rosettes at $1.00. Frantz 
ham Industries, Attn. J. H. Homuth, Dept. AB, 6901 Manufacturing Co., Attn. W. L. Black, Dept. AB, Sterling 
Carnegie Ave., Cleveland 3, Ohio. (No. 9022, p. 206) lll. (Circle No. 9023 on reply card, page 206) 
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; — wa d Y SM — . 
SCREENING ADDS NEW USE to porch. Recommended SCREENS THAT FIT LIKE SHADES 
1 unshading devi t ock | ind glari om l ler R. Lin 30-h« [ t near Mounta Vi 
expo wind d of is Koolshade 8 ` ( I r | indard dc 
B 10 above ) f ock i f 
0 le of o loor. Besid Ox ts (uf pla {justment ( 
l x creer es a nditi ionna Otte and Alt n 
Ir ] to rames, Kool I ‘ ht, aj ^ 
tu € in vit € I at optin n-sha« I a ylled 0 0 O 

Refi ort \ S. A. Helffrich, Dept. AB apy i xd F Rudiger-Lang Co., Dey 

310 S. Micl \ go, Ill. (No. 9024, p. 206) \B I St.. Berl i (No. 9025, p. 206) 


4 T E p »^ 
. MER, PP CER 1 
STORM AND SCREEN DOOR COMBINATION allov BIGGER WINDOWS, BIGGER AWNINGS: Cotton can- 
en H fa nd scr par With tl ES : 46 ss 1 perfect companion 
home ow vind l j re in Bellevu W 
‘ glass [ ) W H. 1I t. archit I iped awning sof 
! ] p C« i ff 4 contra 
| P "a | | lc vindow 
M ) 1 eat fron i 1 ï ated wall 
f . Fro Cor Scree Ci Awi p 10 0 to keep pace \ 
A W. M t Dept. AB, 310 So. Michigan Ave National Conon Council, Dept. AB. P.O. Box 990 
Chic i (No. 9026, p. 206) Mem[ Tenn. (No. 9027, p. 206) 
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Announcing the BIG, ma NEW 


SHAWNEE. 


MODEL "D90" BACKHOE 
~ Featuring Exclusive 


PUSH PULL 


DIGS 14 FT. DEEP! 


w exclusi wi ce 1 9 
Buc m and th 
a 


"nadie 


— fe efficient to 14 feet — a reach below 
s 15 feet 


H^. For AW Information, wri á » 
«i TSH NEE manufacturing company, inc. 


1947 JJ N. TOPEKA AVE., TOPEKA, KANSAS 
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AMERICAN BUILDER 


This brand name 


on lumber 


also gives builders... 


Proved sales aids 


Modern designs give builders inter- 
esting,effective material for attracting 
new business. 

Accordingly, the Weyerhaeuser 4- 
Square Building Services were devel- 
oped . . . one for city homes. . the 
second for farm service buildings, 
equipment items and modern rural 
homes. Every design in both services 
has been designed by experts—and 
engineered by Weyerhaeuser for 
sound, economical construction. 

Builders find these services powerful 
selling tools . . they offer the means 
of providing better structures and 


gaining more satisfied customers — 
which means increased profits. 

Both of these services are continu- 
ously advertised in national consumer 
publications... to locate prospects, to 
direct them to builders using Weyer- 
haeuser 4-Square Lumber and Build- 
ing Service designs. 

Ask your Weyerhaeuser 4-Square 
Lumber Dealer to show you how you 
can benefit by using the Building 
Services... and the powerful sales and 
merchandising tools. Your building 
prospects will be interested in seeing 
the many designs and ideas offered. 


LUMBER SHEATHING — Building authorities prefer wood sheathing for 
holding the framework of a building in a firm, rigid unit. Lumber Sheathing 
offers a sound base for nailing which resists loosening caused by vibration... 


does not require furring strips 


... and is not damaged by moisture before 


or during construction. These are reasons why Weyerhaeuser 4-Square 
Lumber Sheathing offers true structural economy. 


Weyerhaeuser Sales Company 


ST. PAUL 1, MINNESOTA 
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! Electric Sil New products 
STANLEY 
Tools 


| 
| WINDOWS AND DOORS 


Sliding doors in choice 
of steel or aluminum 


sliding doors ar YXfere 
luminum and ste Both 
th . 
e smooth, quiet 
plus complete 10h 
stri pin Door 
to € widths | ! 
1X Special t 
f furnished for 
en t Beside 
Arislide doors are 


New saw added to line ded for hospital, of 


constructi l 


62” H68 . . . only $64.95 988 
| Rd., South San Francisco, ( 


Circle No. 9028 on reply card, p. 206 
This is Stanley's H68, a 614” companion to the new 
line of heavy duty builders saws. H68 cuts a 2 x 4 at 45 
and 2%,” at 90°. It has ball bearings throughout and 
every other work saving feature of the new 6”, 7” and 
8” Stanle WS 


H68 has the "Free-Start" Guard that never sticks at 

any angle of cut and gives maximum blade coverage 

H68 has the Mofor-Saver Drive that protects saw motor 

against shock caused by striking foreign objects like nails, 

etc. And H68 costs only $64.95. Lm i 

Sliding window complements 

sliding glass door 

SAWS KITS ; 
These kits include saw ew e 
blade, ripping gauge, lul ! ‘ am lass doo 
cant and wrenches in st nun casy-shidin 
metal carryl Case 24 2 


only $59.95 H665 only $75.95 lite Butyrat 
only $64.95 H668 . . only $80.95 weather-strippit 
only $69.95 H770 . . only $85.95 n n t of window 
only $79.95 H885 . . only $97.50 tainl 


See Stanley builders saws ot the 
Stonley Electric Tool distributor installatio 


near you. For his name and od- ‘ Val i Indu: A Ir Der 
dress and complete power tool | sun we 9 

catalog Ne. 56, write Stanley Elec- AB, 8354 San Fernando R s 
trie Tools, 109 Myrtle St, New Valley, Calif 


Britain, Conn. 
Circle No. 9029 on reply cord, p. 206 
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Put Extra Sales Appeal 
in Your New Home! 


a 


TW 


= for added 
b Fire 


Protection! 


One out of every five de- 
structive fires results from 
faulty chimney flue and 
furnace installations! 
That's why Clay Flue Lin 
ing is the mark of a 
quality hom. with im- 
portant extra sales appeal 
for any buyer. It’s 100% 
fireproof wont melt 
under heat. And its 
smooth inner surface 
can't accumulate danger- 
ous quantities of soot. Be 
sure to specify Clay Flue 
Lining in every home you 
build, and use this im- 
portant safety feature to 
help you sell 


WRITE FOR 


*Recommendations for 
Chimney and Flue Lin- 
ing Construction." This 
Bulletin is a manual 
for safer chimney con- 


CLAY FLUE LINING 
struction and a prac- 
tical guide for those 


concerned with design 


You Can Trust This Mark of Quality and construction. 


CLAY FLUE LINING INSTITUTE 
161 Ash Street, Akron 8, Ohio 


CONTACT AN INSTITUTE MEMBER WHEN YOU WANT THE BEST 
American Vitrified Products Co., Cleveland 14, Ohio © Dee Clay 
Products Co., Inc., Bloomingdale, Ind. © The Evans Brick Co., Uhrichs- 
ville, Ohio © The Kaul Clay Manufacturing Co., Toronto, Ohio * The 
Kopp Clay Co., Malvern, Ohio © Larson Clay Pipe Co., Detroit 34, 
Mich. * Malvern Flue Lining, Inc., Malvern, Ohio * Mill Hall Clay 
Products, Inc., Mill Hall, Pa. ©  Natco Corp., Pittsburgh 22, Pa. * 
Peerless Clay Corp., Toronto, Ohio. FL-456-240 
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SNAP-TITE 
HOTTEST 


News in Removable 
Windows! 


A “TAKE-OUT” Window at 

Standard Window Prices?...................----. 
Using Stock Frames 

and Sash?............... 


With Sash Balances and 
Efficient Weatherstrip?............... "REI ! 


IT'S HETTINGER'S $MAP-T/ITE REMOVABLE 
WINDOW UNIT WITH SILENT GLIDE 
$ASH BALANCES 
Now Your Customers Can Remove Windows 
e for PLASTERING 
* for PAINTING 
e for CLEANING 
e for REPLACING 
GLASS 
efor MAXIMUM 
VENTILATION 


Window sash equipped with SNAP-TITE can be taken 
out or put in at any place. Balances engage avto- 
matically. SNAP-TITE can be used with standard 
frames and sash with only minor changes. The 
snap-in feature and complete factory assembled 
parts are designed for fast set up time. 


YOU CAN RELY ON $NAP-TITE 
Write Today for Details 


The Weatherproof Products Corp. 


P. O. BOX 8498, KANSAS CITY 14, MO. 


American 
de products 


WINDOWS AND DOORS 


OUT- PERFORMS ANY DOOR 
IN ITS PRICE RANGE! 


New locks give remodeled 
look to old doors 


For remodeling old doors with new 
ocks Schlage suggests its line of 
ck installation tools. Featured 
imong them is the Schlage Borir 
jig which insures perfect installa- 
tion on all standard wood d 
The boring jig, used in conjunction 
with a small number of accessory 
tools, can handle lock replaceme: 
or installation of long backset 
tandard backset locks. B 

is Of heavy gauge stamped 
designed to fit doors from 1 

2". Information on this and oth 


locksetting equipment from Schl 


New TRIMVIEW | Lock Co., Attn. R. W. Ebey, Dept 
AB, P.O. Box 3324, San Francis 


C 


e are designed to help you sell your homes Caki 
> MI 


Aluminum Slidin g e have more features with "sales appeal” Circle Ne. 9030 on reply cord, p. 206 


than any other competitively-priced door a. 


Glass Doors on the market. | E . = 


Here are just a few of them: 


e All panels slide e sloped sill with large drainage slots assures fast run- 
off e continuous full-length weatherstripping in both jambs and rails e satin- 
like alodized finish for high corrosion resistance € a positive-locking jamb 


latch e Optional Extras: nail-on trimfin for dry wall or stucco; interior snap-on Improved hold-open feature 
sill extensions; exterior sill flashing in new louver door hinge 


^ new louver door spring hinge 
Take Advantage of Trimview's * with an — 3 — 
you deal with one company ture has been put on the market 
P 2 : 
ackage Plan by Bommer Spring Hinge Co 
More than a dozen fine matching : Hold-open feature engages only if 
metal building products are available one source expedites building | es e is opened slowly, so that 
under Trimview's Package Plan: schedules the door may be held open or not 
is desired. Slight push on the door, 
in either direction, releases thi 
| hold-open. Hinges are available 
TRIMVIEW METAL PRODUCTS | e cM MM MOS WEM 
600 No. 3rd St., Covina, California · EDgewood 9-6211 | thick doors and the other for 1 
to 158" doors. Further informa- 
Metal components for glass tion from Bommer Spring Hing 


à — | Co., Dept. AB, Landrum, S. 
à; | ] | Circle No. 9031 on reply card, p. 206 


For window and door catalogs, see p. 236 


e one order fills your requirements 


For information: Write, wire or phone: 


AMERICAN BUILDER 


Engineering perfection is the keynote 
in every Windsor 800 Series Lockset or Latch- 
set. This Semi-Heavy Duty Cylindrical Series 
features only the finest brass, aluminum and 
steel construction and the elimination of 
all unnecessary working parts assure continu- 
ous, trouble-free operation. In fact, all Windsor 
Locks are gi weed for the life of the building! 


* 
> th 5a er 


Highest quality in the low price field 
... that’s the Windsor 500 Series of Locks 
and Latches. All outside parts are solid brass 
and, like the 800 Series, polished to a high 
jewel-like lustre... sealed with a baked-on 
clear enamel to retain their beauty. And, all 
chrome surfaces are triple plated! Both Windsor 
Series are available in either attractive polished 
brass or sparkling aluminum. 


SEND NOW FOR OUR LATEST CATALOG 
No Cost— No Obligation 


If you buy Hardware, Millwork or Building . ; 
Supplies... send today for our latest catalog. 100 pages — MU Morgan-Wightman Supply Co., Dept. 26 1 
filled with everything you need in building materials. " . | 1541 Salzman Ave., St. Lovis 20, Mo. i 


Please rush me your new free catalog. 


MORGAN-WIGHTMAN ^ 2959 90 


COMPANY 


St. Louis 20, Mo. P | — STREET ADDRESS. i * : 


ON —— —LONE STAT Emoe 


u m o m -———— — ee ee o es ed 
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Ri oa in Glass 


SLIDING WINDOWS 


* P E a 


* P *- 
ES 
SLIOING DOORS DOUBLE, DOUBLE JALOUSIE WINDOWS 
HUNG WINDOWS 


Glass — bringing light, vision, beauty to our new construction is offered 
by Fleet in matching frames of extruded aluminum. Engineering has solved 
the problems of weathertightness and ease of ventilating. Good design has 
made it practical to mix different styles in the same building. 


Now you can have complete freedom and use sliding glass doors, either 
double hung or horizontal sliding windows and as a special feature a 
Jalousie window or door 


All Fleetlite products meet the needs of northern winters and western 


dust storms Write today for complete information. 


FLEET OF AMERICA, INC. 


2009 Walden Avenue, Buffalo 25, New York 


American 
ie products 


BATHS AND KITCHENS 


Built-in units transform 
smoll kitchen area 


Built-in gas cooking units are 
nswer to modernizing 
itchen. Built-in is an 

waist-level oven in stainless steel 
drop-in three burner unit. Natur 
vhite birch cabinets are placed 

two longer walls of rectang 

om. These, plus built-in cook 
units give maximum use o 
ll amount of space. More in- 
formation on units and custom built 
storag m Chambers Range 

Inc ) AB, 24€ 4 N Me dian 


polis, Ind. 


Circle No. 9032 on reply cord, p. 206 


New Stanthony hood is 
designed for remodeling 


Stanthonys Model 400 hood 
equipped with a vent cover solves 
the remodeling problem for kitch 
in which there no cabinet 
nge. Vent cover come 
in two styles, with or without an 
electri clock nd covers blower 
vent and wiring between hood and 
ceiling. Ventilating hood also in 
two styles, four sizes: 30, 36, 42 
ind 48 in. and in six color finishes. 
All with twin wheel blower and 
twin grease filters that slide out for 
washing. Information from Stan 
thony Corp., Dept. AB, 5341 San 
Fernando Road West, Los Angeles, 
Calif 


Circle No. 9033 on reply cord, p. 206 


AMERICAN BUILDER 


Cuts 7-10 times faster than power hand saws! 


Portable De Walt pays for itself on one job 


A—De Walt's mechanical arm gang-cuts studs, braces, cripples, and headers... quickly, easily, accurately. g - Arm 
swings to miter position for mass cutting of common rafters from one marking — with straight-line materials han- 


dling. C 
to perfect moldings, for added savings. 


De Walt saves on practically every cutting job inside or 
outside. Arm raises, lowers, swings 360*. Powerful 
De Walt-built direct-drive motor rides on arm, rotates 
360°, tilts down past 90°, accommodates any circular 
tool. Join the hundreds of builders who have learned 
a De Walt pays for itself on the very first job—in faster, 
more accurate work, reduced tool maintenance, greater 
operator efficiency - in dollar savings by the hundreds! 


Cutting Costs. 


Ain) Product 


Another 
— Name 
De Y ALT Company. 
POWER TOOLS Address 


Citz 
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De Walt carries inside for finishing work, special built-ins — minimizes scrap. - Converts mill-run lumber 


Job-size GW. illus.—1% hp motor, 10" saw blade cuts 
3" deep, rips 26 wide... $395. Smaller MB-F, with 34 
hp motor, 9" blade, cuts 242” deep, rips 24" wide... 
just $239. 

As little as 70c a day in monthly payments after 
10% down puts a GW-I on your job. Use De Walt's 
Easi-Budget Payment Plan. 

See your supplier or send for FREE BOOKLET. 


De Wait Inc., Dept. AB-56-9 Lancaster, Pa., Subsidiary of AMERICAN MACHINE & FOUNDRY COMPANY 
O Please send FREE Booklet on Job-Tested Methods for Cutting 
I enclose 25c for valuable Common Refter Meter. 


You'll never get another complaint about 
staining and streaking nails when you provide 
Maze Stormguard Nails for roofing, siding and 
trim. With Stormguards you not only protect 
your reputation but you give peace of mind to 
the homeowner who depends on your expert 


advice. 


Maze Stormguards are inexpensive, especially 
engineered fasteners which can be used with 
complete confidence. Composed of a strong 
steel core that provides excellent driving quali- 
ties, Stormguards are made stain-resistant by 
special double-dipping in molten zinc. Thus, 
while FHA requires zinc-coated nails of the 
*hot-dipped' type —Stormguards are hot- 
dipped TWICE. 

Stormguards save application time, tool re · 
quire no countersinking or puttying; hold 
anchor-tight and prevent leaks and rust deteri- 
oration of roofing, siding and trim. 


Yet, with all these advantages, Maze Storm» 
guards cost ½ less than non-ferrous nails and 
only 1!5€ per pound more than ordinary gal- 
vanized nails. Inexpensive assurance of nail 
satisfactíon! Help your customers guard against 
costly repair and repainting bills — stock and 
recommend Maze Stormguards . . . reliability 
by the carton. 


Maze Stormguards are available in 85 sizes and 
types for roofing, siding and trim — plain and 
anchor (ring) shank. Ask for them by name; 
packed in clearly labeled 5 Ib. cartons. 


OTHER MAZE NAILS FOR: 


Colored Insulating Siding — Flooring — Underlay- 
ment —Gypsum Wallboard —Metol Roofing, Ete. 


Illustrations ere slightly smaller than actual size 


ba RELIABILITY 


BY THE 
CARTON* 


*5 Ib. carton of 
Maze Stormguards 


Asphalt Shingle 
Roofing—R102 


— mmi 


Cedar Shingle 
Roofing—R112 


aay 


etal Roofing 
—R1345 


Wood Siding 
—5906A 
0 


Cedar Shakes 
$235A 


ammm 


Asbestos Siding 
~S214A 


— d 


Insulated Asphalt 
Siding—S245 


Finishing Nail 
T315 


Illustrations are slightly 
smaller then actuel size 


GET THIS 
FREE 

HANDBOOK 
Tells you how and where to use these 
mew ust resistant nails. Want free 


nail samples, too? Specify type: Roof- 
ing, Siding or Trim. 


W. H. MAZE COMPANY, Peru 3, Illinois 
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io new product 


Ne products 


BATHS AND KITCHENS 


Single slab shower floor 
goes with tile or glass walls 


A new, one-piece pre-cast terrazzo 
shower floor has been introduced 
by Superior Shower. Described as 
leak-proof, attractive and econom- 
ical, it is designed for use with tile, 
plastic or glass walls, has a built-in 
drain and simulates polished mar- 
ble. Metal flange forms water-tight 
seal between wall and floor. In 30-, 
32-, 36- and 40-inch squares; 36- 
ind 40-inch corner models. Odd 
sizes also made on order. List 
prices: approx. $25 to $45. Su- 
perior Shower Co., Attn. Harry 
Holly, Dept. AB, 37-06 57th St., 
Woodside, L.L, N. Y. 
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Recessed twin-cabinet 
saves bathroom space 


Princess-size twin cabinet by Lehon 
has one-piece Armco “paint-grip 
bonderized steel body coated with 
no-stain enamel. Frame is of stain- 
less steel, mirrors of quality plate 
glass, copper protected. Princess- 
size recesses into rough wall open- 
ing of 28%” x 22” x 4". Has over- 
head fluorescent fixture, polysty- 
rene door tracks, two adjustable 
bulb-edge glass shelves. Interior 
also contains toothbrush rack and 
razor blade drop. Cabinet is de- 
signed specifically for smaller baths. 
Model 5015-FL retails for $64.50. 
Lehon Co., Attn. Gordon Ellis, 
Dept. AB, Madison at 25th Ave., 
Bellwood, Ill. 
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NO SUBFLOOR is needed in 
this modern construction method 
Strip Oak Flooring is nailed to 
screeds cemented to the slab 


% 


For greater sales appeal in your slab-on-ground houses 
use Strip Oak Floorin installed the money-saving 
way ilh 

The “screeds 


nailing surface for Strip Oak Flooring over concrete is 


strated here 


in-mastic” method of providing a sound 


used by builders throughout the country. It’s easy, fast 


and € He t 


ind has the approv il of lending agencies 


center La} joint 


NATIONAL 


4. Finish in usual manner, or use | 
prefinished flooring. | 


— — 


* 


LOW-COST METHOD IS FAST AND TROUBLE-FREE 


2. Lay short lengths 


OAK FLOORING 
| MANUFACTURERS’ 
| ASSOCIATION 


Sterick Building, 
Memphis 3, Tenn. 


How to install 


strip oak floors 
| over concrete slabs 


Li 


J 


Oak Floors are preferred by home buyers every- 


where. They give slab homes greater warmth and 


comfort. Beauty and durability are important sales 
With the 


method the cost of using Oak Floors is within range of 


feature screeds - in - mastic” installation 
even lowest-budget homes. Mail coupon below for 


your free copy of complete step-by-step instructions, 


of 2x4 on 12” 


3. Nail Strip Oak Flooring at each 
screed intersection. 


Se — ee c 2 — — 


Mail coupon for FREE 
Installation Manual 


National Oak Flooring 
Manufacturers’ Association 
862 Sterick Building 


Memphis 3, Tennessee 


Please send a free copy of “How to Install Hardwood 
Strip Floors over Concrete Slabs.” 


Name 


Address 


mo ao am on gÓ 


— — 
k 


YOU CAN STEP-UP 


WINTER 
SEAL 


ALUMINUM 
PRIME SLIDING WINDOWS AND JALOUSIES 


Homes with sales appeal move fast. Those without this “precious 
ingredient” just sit—waiting for a buyer. 

Winter Seal aluminum sliding windows and jalousies give homes 
the extra appeal that closes the deal. They are made of heavy-duty 
extruded aluminum, satin-finished to look better and last longer. 
Winter Seal products are designed for maximum efficiency of oper- 
ation to provide perfect weather control. The brand name Winter Seal 
is your guarantee of top quality and exclusive features at a fair price. 


Winter Seal products are sold and serviced nationally by a large 
network of reliable dealers. 


WINTER SEAL CORPORATION 
14575 Meyers Road 
Detroit, Michigan 


Please send me your FREE brochures on sliding windows 
ond jolousies. 
LEADING 


EXTRUDERS 
MANUFACTURERS m 


WINTER SEAL CORP. 
14575 Meyers Road * Detroit, Michigan 


Name 
Business — 


Street and Number — ———— — —————— ————————— 


c— — ÀÁ— i — Á— ]— — c ee — — — — ^ 
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® level land 
® cut streets 


* haul fill 


* grade between 
houses 


* spread topsoil 


® fine-grade 
before paving 


ares all over the country 
find D Tournapulls ideally suited 
to land leveling for subdivisions and 
other real estate developments. 
These units turn in space less than 
their length, work efficiently in 
close quarters...around buildings, 
between paving forms. They drive 
anywhere, at traffic speeds. Their 
big, low-pressure tires give excel- 
lent compaction, do no damage to 
pavement, curbs, or sidewalks 


If you do your own earthmoving, 
write us for full details on how 
138 hp D Tournapulls can speed 
your work and help cut costs. If you 
subcontract your earthmoving, ask 
us for names of contractors in your 
area who use Tournapulls for this 
work. Either owning “D’s” or sub- 
contracting to “D” owners you get 
your land-leveling, landscaping, and 
street grading done quickly, effi- 
ciently, and at low cost. 
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D Tournapulls pay-off 
on subdivision work 


— 4 


At Rosewood Gardens, near Levittown, long 
Island, John Schultz Contracting Co. used 2 
D Tournapulls in this manner: First, the “D's” 
stripped topsoil from 75-home building and 
street areas. Moterial wos stockpiled at rear 
of house locations, The “D's” then rough- 
groded the streets. When houses were com- 
plete, the machines self-loaded the stockpiled 
topsoil and spread it oround the houses. 


“They left a nice smooth grade,” said Ed 
Schultz, brother of the owner 


John Grosso Drainage and Excavating Com- 
pany, Kankakee, Ili. handled all grading for 
the new 80-acre, 300-home Brunning Subdivi- 
sion at Lockport, III., with the one D Tourno- 
pull pictured. The "D" did a wide voriety of 
dirtmoving assignments—from digging drain- 
age ditches, building terraces, and leveling 
lots to putting in streets, sidewalks, and 
ditches for water, gas, ond sewer lines. 


One D Tournopull handled 5,000 yds. of 
sandy loom for Vogel Brothers, Farmingdale, 
L. I., cutting streets for o 33-home project near 


Levittown, L.I. On 1200-ft, cycles, machine 
averaged 14 loads (70 pay-yards) per hour. 
Tournapulli—Trodemork Reg. U.S. Pot. Off. DP-1170-8-1 


LeTourneau- 


WESTINGHOUSE 
Company 


Peoria, Illinois 


A Subsidiary of Westinghouse Air Brake Compeny 
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TOOLS AND EQUIPMENT 


New generator is small, 
lightweight, gives 1500 watts 


Homelite’s new 35A115 generator 
combines small size, light weight 
close voltage regulation and gener- 
ous overload capacity. The 1500 
watt generator is a l115-volt, 60 
AC unit which will operate 
ill types of portable tools and pro 
vide standby power in emergencies 
Easily carried by one man (90 Ibs 
weight), the generator is equipped 
with four convenient outlets, can 
operate several tools simultanc 
ously. List price: $350 fob Port 
Chester. Information from L. Ly 
man, Dept. AB, Homelite Div 
Textron American Inc., Port Ches 
N.Y 


cvcle 


ter 
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'"Safety-stop'" attachment 
on new wall jack 


A new, simple-to-operate wall jack 
is described by its maker, Proctor 
Products, as capable of lifting 
2,000 Ib. walls perpendicular when 
operated by two workmen. With 
its “safety stop” attachment, the 
Wall Jack holds upright wall firmly 
in place for nailing, moving or 
bracing even in high winds. Work 
men stand back from wall while 
jacking, thus eliminating possibility 
of injury. Longer walls can be 
raised with two wall jacks (see pic- 
ture) and only two workmen. Lists 
at $149 per pair. Discounts avail- 
able. Proctor Products Co., Attn. 
M. A. Proctor, 162-2 Sixth North- 
east, Seattle 55, Wash. 
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adequately wired for... 


efficienc 


Modern electrical living demands fore-sighted “adequate wiring” plans 


Automatic washing machines and dryers. Freezers and rchitects and builders, alert to the fact that new in- 
i conditione: Dishwashers and garbage disp« ` rill create new electrical needs and will make 
Teles n, new lighting, power tools. Most of thes ill « ater demands on wiring systems, are giving due 

w years ago. Today they ecessities í tion to the demands of “adequate wiring 


aking even new homes electrically obsolete 
aking n new hom € i bsole onstitutes “adequate wiring"— now and for the 


any homes this growing phas = | The best answer s found in the booklet ' R« 
on electrical ng has made the wiring system a sensi lential Wiring Handbook." If you would like detailed 
tive spot. That's why leading manufacturers have geared sistance in your electrical planning, write for a com- 
to produce more wire and cable with safer, more efficient jlimentary copy to: National Adequate Wiring Bureau, 
insulation. Many of them are ing Monsanto Opalon East 44th Street, New York 17, New York 
vinyl r« and electrical compound 


A NEW REPORT, “Pipelines to the Future ntaining an evaluation of different types of 
plastic pipe is available at $1.00 each. This study was compiled by Monsant Structural Plastics 
Engineering Group. You are invited to write them on an y question pertaining to the use of 


plastics in construction Monsanto Chemical . tor 1 pring field 2, Mass 


MULLER MACHINES 


combine 


high quality with 


PLASTER and 
low price MORTAR MIXERS 


Five sizes, 2 to 10 cu. tt. Electric 
er gasoline. Muller Lifetime Pad- 
die Shoft Seal. Power throwouts 
Roses often express en smaller models, disc clutch or 


surprise that Muller larger. Rubber scroper blades op- 
8 Mixers and Power Trowels 
These are the things of such excellent quality 
Ò can be sold for such low 
i 5 ch le " ]e prices. There are four rea 
of DIC » Sa ES Ave ma € sons: I long experience 
16 years 2) speciali 
zation, 3 best materials, 


4) best distributors 2 CONCRETE MIXERS 


Three models, 3 to 6 cu. h., tilting 
type. Ample drums, fest mixing 
action. Timken Bearings, electr 
cally welded construction. Elec 
tric or gasoline 


4 BLADED POWER TROWELS—Sizes 24 , 
29°, 34" end 44" dia, B & $ Engine 
Stationary guide ring. Clutch ond sp 
controls on handle 


Ash for prices and name of local deaier. You will be agreeably surprised with Muller's lew prices 


MULLER MACHINERY COMPANY, Inc. 


Metuchen 4, N.J. Cable Address MULMIX 


The little extra that makes the difference No matter what your concrete forming need, there's 
a Gates System to handle it for you. These systems 

between the commonplace and the OUT- | ere jebénied and proved te eive top quality cor 

STANDING struction at big over-all savings in time, lobor and 
materials! 

The additional quality that assures longer 


years of SERVICE 


The greater distinction of design that swells 


THOUSANDS OF BUILDERS RELY ON GATES 
FOR QUALITY, SPEED AND ECONOMY 


the pride of ownership. 
* v "ner "i 


These are the things of which Raynor Doors 


are made. 


Builders wise — Raynorize" —and reap the 
harvest of faster selling homes. 


This photograph shows foundation forming 
with Gates Horizontal Rod Forming System 


RAYNOR MANUFACTURING CO. | m Gates Horizontal Rod Panels are versatile, 


\ | lightweight and reusable. Walering is held 
DEPT. AB DIXON, ILLINOIS to a minimum, and erection and stripping 
Please Send Free Ravnor Literoture time is reduced, to show substantial savings 


ant and profit on every job. 


C For further information on Gates Systems, contact 
Address — — — — —  — — your nearest dealer, or write direct to: 483-36 


County State e €. 1 T E sS & sS o0 N Ss E I NC - 


80 S. GALAPAGO, DENVER 23, COLO. 
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High style sells hard...in exciting ELJER ads 


Underneath the soft words, there's plenty of 
hard sell in every Eljer advertisement! 


Sparked by colorful decorating ideas like this 92 
master bath, Eljer advertising rides the wave >< 
of interest in high-style living. It capitalizes on 


that interest and builds a desire for modern 
bathrooms. It creates a distinctive, appealing 
personality for Eljer fixtures as part of the 
modern home 

You'll find these Eljer ads in America’s leading 
magazines— reaching millions of people every 
month. You can put their impact to work for 
you by featuring Eljer fixtures and fittings in 
the homes you build. See your plumbing con- 


tractor or write: Eljer Division of The Murray r OF THE reer 
Corporation of America, Three Gateway Center, 
Pittsburgh 22, Pennsylvania 


Choose Eljer fixtures from six lovely pastel colors or snowy while. 


ELER - the only name you need to know in plumbing fixtures 
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FLOORS AND WALLS 


* Ld 


4 and 6 ft. sizes 


SPEED KING. fas: fen mixers 


with long-proved Jaeger features 


Plastic wall tile now 
with fluted surface 


A new, fluted surface in plastic 
wall tiles has been announced by 
Wilson Plastics. Called "Classic 


(1) Timken shaft bearings have lifetime seals. 
Used for years in Jaeger plaster-mortar mixers 
without a single instance of failure where grease the tile hes a feeling of texture 
—— ee gence 1 because of its combination of 
(2) Multi-blade pugmill mixing: Four sets of i Grani uM ikad — * 
3- blade paddles give a faster criss-cross mix. — sranitone with three soft, paralle 
Produce smoother, easier spreading material. surface flutes New surface treat- 
Abrasion resistant drums. Rubber blades, optional ment of tile permits checkerboard 
(3) Heavy duty engines (or electric drive). SPEED KING inlaid ind striped effects without 
Shift lever engages, disengages power. 3%$ Tilting changing tile color. Classic is avail- 
Send for catalog, low prices, name of dealer. Concrete Mixer able in Wilson Lockback 414“ tile 
: : in six Granitone shad with 
SPEED KING Manufacturing Co., 521 W. Spring Street, Columbus 16, Ohio matching scomepry time, iwfor- 
mation from Wilson Plastics Inc 
= , J. L. Sampson, Dept. AB, 1531 
ze : = Milan Rd., Sandusky, Ohio. 


Division of The Jaeger Machine Company 


Only [UF KIN / ; $ . z f- j P : ^ Circle No. 9038 on reply cord, p. 206 
"RED END" / 


FOLDING 
WOOD RULES 
OFFER 


ALL THESE 
ADVANTAGES 


V BRIGHT RED SEALED ENDS... 
YOUR GUARANTEE OF 


QUALITY Glazed quarry tile good 
$9 PATENTED LOCK JOINTS * x 9 


ax TO ELIMINATE END-PLAY E AEN" jo oF mY | for exteriors, interiors 
STRONG, STRAIGHT-GRAINED S CN qu te new li ine 
HARDWOOD SECTIONS y NL. Compiti Ap -= " i joge 
I^ RUST-PROOF SOLID BRASS > À 2 ceramic glazed quarry tile is an- 
JOINTS AND STRIKE PLATES Emu EN nounced by Summitville Tiles 


$9 LONG-WEARING | Tiles are both waterproof and frost- 
PLASTIC FINISH : BUY [UFKIN proof, making them adaptable to 

. — cen teli — the Boden — I exterior use. Stocked in nine stand- 
vles ore o quality product: Made from the fines d : AS 

of aiaa idi JN & nur wie, TAPES * RULES ard colors, both wall and floor type 


easy-to-read finish; Bold block markings embedded PRECISION TOOLS glazes, and in five standard sizes. 
in the wood and the entire rule coated with long- from — Suggested applications for glazed 
wearing clear plastic; Both edges of both sides ware, ‘umber or uarries include light-duty floors 
graduated in inches to 16ths. Each joint is securely tool dealer D ^ aute * : E ^ re f 7 t 

spring-locked with concealed type solid bross joints patios, countertops, sfc re ronts, 
— rust-proof and smooth working. Models with THE LUFKIN RULE swimming pools, etc. Information 
folding end hook available. Graduations for cor- COMPANY from Summitville Tiles Inc., Attn 
penters, plumbers, brick masons and engineers. SAGINAW, MICH. Peter C. Johnson, Dept. AB, Sum- 

NEW YORK CITY mitville, Ohio. 


er 
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CLAY PIPE SEWERS 
Protect YOUNGSTERS’ HEALTH 


ARCHITECTS : Fulton, Krinsky & Delo Motte 
BUILDER: Freeman Construction Co., Art Bayless 
Superintendent. PLUMBING: Kraus Plumbing 
MEDINA, OHIO's new million-dollar senior high Heating and Ventilating Co. 
Eo X i SEWERS: Franklin Bros. Co. 
school is protected by Vitrified Clay Pipe sanitary 
and storm sewers. It's a typical modern school build- 
ing, with a typical modern sewerage system . . . built 
for permanence, and guarded by the only pipe that 
never wears out. 


Taxpayers, city officials, and men of long experience 


in the construction industry all agree that America's 
schools must be built to Zast. That's why you'll find 
an overwhelming preference for Vitrified Clay Pipe 
in the specifications . . . not only for sewers but 
important drainage lines and heating ducts 


Clay Pipe is the one material you can depend upon 
to outlast the life of the building. Chemical action 
can't corrode it. The ravages of time can't weaken 
it. Generations of constant use can't wear it out. 
Wherever public health is at stake, it pays to specify 
permanent Vitrified Clay Pipe. 


NATIONAL CLAY PIPE MANUFACTURERS, INC. 
1820 N. Street, N.W., Washington 6, D. C. 


206 Connally Bidg., Atlanta 3, Ga. 

100 N. LaSalle St., Rm. 2100, Chicago 2, III. 

703 Ninth & Hill Bldg., Los Angeles 15, Calif. 

311 High Long Bldg., 5 E. Long St., Columbus 15, Ohio 
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McKINNEY 


MANUFACTURING 


COMPANY 
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Decorative fiberglass 
panels have many uses 


Room dividers, shower enclosu 

partitions, hallways, etc. can 

on new decorative note 

use of Cardenas fibergl 

Panels are made with 

surface on onc de and 

surface of light-diffusin 

on the oth Design 
v i r " 


xd Ippe 
Panels shown here used f 
head diffused lighting. Retail p 

| $12.50 p 

bution — 

shortly la Laminat : 
Dept. AB, 524!5 First South 
Seattle, Wast 


Circle No. 9040 on reply « 


Acoustical tile available 
in several new textures 


Ebbtone acoustical tile is now of 
fered in straited, grained an 
standard plain textures. Tile is ol 
foamed mineral composition wit! 
|i light reflectant value of 81 

noise reduction coefficient rating of 
75 and a sound absorption coeffi 
cient of .77 at 500 cycles. Require 
no additional finishing but may be 
painted. Available factory-kerfed 
beveled and back-cut for suspen- 
sion systems or may be applied 
with approved adhesives. In 12 

12" and 12 x 24” sizes. Available 
through approved dealers. Informa 
tion from F. E. Schundler Acous 
tical Div., Attn. Joseph Pohlman 
Dept. AB. Box 1145, Joliet, III. 
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UNIFORMITY 


makes a big difference in 
Fiberglas-Plastic Panels 


FILON PANELS ARE BY FAR THE MOST UNIFORM 
o.. WITH GREATER STRENGTH AND DURABILITY. The 
Parallel nylon strands (as shown in the magnified 
circle) are an exclusive FILON feature to control a 
uniform dispersion of Fiberglas and to add consid- 
erably to the strength and rigidity of FILON panels. 


FILON'$ UNIQUE MANUFACTURING PROCESS. High standards of 
Quality are the result of extensive research for better raw materials 
and methods of production. FILON is produced in continuous lengths the uniform density in color will create the most even lighting 
by à fully automatic electronically controlled system in the world's effects. FILON'S uniformity of thickness and color dispersion assures 
largest plant devoted exclusively t6 the manufacture of Fiberglas greater durability and better diffusion of light. 

Plastic panels. 


UNIFORM THICKNESS FOR MAXIMUM OURABILITY. FILON'S uniform 
thickness prevents premature failures at fastening points. Moreover, 


UNIFORM CORRUGATIONS FOR BETTER FIT. A good nesting overlap 
s obviously essential for a tight, waterproof fit. Rigid standards of 
corrugation tolerances for FILON panels give maximum assurance of 
satisfactory nesting and overlaps. 


FILON HAS MUCH HIGHER LOAD CAPACITY THAN REQUIRED BY 
STANDARDS OF THE INDUSTRY. Shown above is a 26" wide FILON 
type 250 panel over a 4' span supporting a static load of 1820 Ibs.— 


equivalent to 210 Ibs. per sq. ft. Compare this with the 100 Ibs. per 
3q. ft. required by industry standards. 


FOR FREE ILLUSTRATED BROCHURES 


containing all technical data, ideas 2051 East Maple Ave., El Segundo, California 
and detailed drawings, write to 
Mcbitecturyi Pept. of wur Ragione! 270 Park Avenue, New York 17, New York 


Sales Offices or consult the “Yellow 228 North LaSalle Street, Chicago 1, Illinois 
Pages under the heading Plastic 


Materials” for nearest Distributor PLASTICS CORPORATION 55 Marietta Street, N.W., Atlanta 3, Georgia 


DISTRIBUTORS AND DEALERS WITH WAREHOUSE STOCKS COAST TO COAST, CANADA AND MANY OTHER FOREIGN COUNTRIES 
SEPTEMBER 1956 
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BUILDING SPECIALTIES 


s CA 


| Filler strips in 70 sizes 
ure = ef to fit irregular openings 


Perm-Seal filler strips are suggested 
for closing any openings between 
HAMMER-IN FASTENING TOOL metal, asbestos and plastic sheeting 
and structural members. Made of 
drives like a na BO. - molded rubber, the preformed 
closure strips come in a \ ty o 
4 70 sizes designed to fit the 
holds like an anchor heets and panels in popular 
oda; Strips are available 

im Masonry or Steel! horizontal use (across corrug 
tions) and vertical or longitudinal 
use (along corrugations). Also cu 
at special angles for diagonal us 
Information from Asphalt Corp. 
You'll be amazed how easily you can drive hardened America, Dept. AB, Danville, Il 
fasteners into mortar, concrete, even steel; with 
SHURE-SET, the hammer-in fastening tool. 


SHURE-SET holds and guides fasteners with pin- 
point accuracy. Using no outside power, it makes your 
own hammer power more effective. Ends pre-drilling 
star drilling, filling, plugging and chipping. Just drive 
through furring strip and into the mortar and the job 
is done! 

There's no bend, bounce or buckle with SHURE-SET. 
Pins and studs go in where you want them. Forget the 
problems of concrete nails, of drilling, and expansion 
fillers. With SHURE-SET, the job's done quickly, per- 
manently, correcth 
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Get the jump on your competition. Save time, money x 
and tempers with SHURE-SET and Ramser. Write for | M 
FREE catalog and complete detail: 9 9 


11 


One- coat coverage over dry wall 

C construction is ascribed to Arco 

" | wo ickiv interchangeable | new Alkyd Ripple Texture. Th 
Duo-Jobmaster í Twe quickly intersenges | 


barrels allow you to switch | paint, for interior walls, complet 
à 


NS. quickest, easiest from “ to 234” fasteners in | vers taped joints and nail ho 


seconds. Duo-Jobmaster han- | dries to an interesting textur 
powder -actuated tool dies the toughest fastening jobs finish, is quick to dry and wash 


you can use. into steel and concrete. It is applied with a tw 
weave carpet roller. One gallo 


n of Ripple Texture will cove 


SA K 00 to 250 feet depending on de 
ure- et : | gre of texture desired Pric 
Ramset Fastenin AY stem schedules depend upon color quan 
k f p 4 

NCHESTER-WESTERA P tity and location. Arco Paint, Attn 

HAMMER-IN — * Maison | 
ie —— n roots un WATINESON CHEMICA — Arthur Berliner, Dept. AB, 7301 
BY THE MAKERS OF Nemo prooucts Bessemer Ave Cleveland 2 

Ohio 


Trademor 
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“This new roof concept was the leading factor in 


THIS QUICK HOME SALE” 


Says JOHN BLEMLER, General Contractor, North Canton, Ohio, 


builder of this $27,000 home in North Canton, Ohio. 


"Gold Bond 'Economy 250' has ready 
adaptability to almost any roofing need" 


1y 250° Corrugated Asbestone,' are desired but painting is not necessary. 


was the leading factor i Mr. Blemler also states: "I strongly recommend the 
se of this striking n« use of Gold Bond 'Economy 250' because of its ready 
t daptability to almost any building need, its ease of 
dling and its strong appeal to the new home buyers 
aggered joint construc n v I have discussed the uses of Gold Bond Corrugated 
f Gold Bond “Economy 250", this permanent Asbestone with other contractors and dealers and their 
ll stay fresh looking under all weather condi enthusiasm is as great as mine 
50 panels, pre-cut at the factory, See how the economy, durability and unusual versatil- 
asily at no greater labor cost than ity of "Economy 250" can produce savings in your build- 
installation of a conventional roof ing operations and profits in your home sales 
yne panels may be painted for decora Write for full details, Dept. AB-96, National 
l's new Exterior Velvet if roof colors Gypsum Company, Buffalo 2, New York 


CORRUGATED "ECONOMY 250" 


Gold Bond 


BUILDING PRODUCTS 


NATIONAL GYPSUM COMPANY 
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Dun wal 


Backbone of Steel 
for EVERY Masonry Wall 


BEAUTY 


Dur-O-wel prevents the de- 
velopment of cracks, assures 
yeors-oheod beauty for eny 


RUNNING 


mosonry structure you build. 


— — 


Your construction dollar goes farther in 


,9 Il = 
installation 
, fi 
\protits 
A 
sales 


.«CEDARCO 


BOND 


CLOSET LINING 


tee 
— 2— ͥ ꝗ—˙Aö — eee ee eee ee —— c c 


Fast, low-cost 


CAVITY installation is 


as your first ad 
vantage. CEDARCO closet lining is 
tongue-and-grooved with matched 


ends. 


ECONOMY 


investing @ few pennies in 
Dur-O-wel now con sove 
hundreds of dollars leter on 
. « « by eliminating high lo- 
bor end meteriels costs on 
coll-becks for creck-repeir 
and patchwork 


Higher appraisal value is earned— 
even one closet finished with 
CEDARCO closet lining increases 
the value of a home. 


House sales go smoother and faster 
—buyers want the beauty and utility 
of this genuine Tennessee Aromatic 
Red Cedar closet lining that protects, 
never needs painting. 


PERFORMANCE 


Customer . . . Builder... 
Architect satisfaction from 
«oest to coest. Dur-O-welL 
stonds the test of time in 
America’s finest masonry er- 
chitecture. 


BONDED 


Before you finish another house, match 
WALL 


your construction dollar against the 


installation, profits and sales features of 
CEDARCO closet lining. 


in your building plans, the Dur-O-wolk section 
is of utmost importonce. QUALITY meterials 
help assure structural craftsmanship in your 
building. Plants . . . Jobbers . Deolers coast 
to cost quorontee plentiful Dur-O-wel stocks 
in your trade erea. For the nome of your 
Dur-O-woL jobber .. . end for complete infor- 
motion on Dur-O-wal, write todoy to Dept. 7F. 


machine spiral wrapped in cap sealed bundles 
Trussed Design 
Butt Weld © Deformed Rods 


lun wal 


— PO sin Ost 


ONISUEXB 0-5 0550 EMEINS | GILES & KENDALL COMPANY > 
Prod. of Alo, Ine, Boa IP BIRMINGHAM, ALA | Ouw-Owol | 

4500 E. Lombard $! DBALTIMORE MO | Dur O Vol O:v , Frontier Mig | 

Co. Sox eee es o^ Sr, BEER REET) | LL — 


available in different lengths and widths 
guaranteed in writing against moth damage 


nationally advertised in Living for Young 
Homemakers. 


For free CEDARCO Planning Booklet 
ond name of neorest distributor, 


* v dor 3 


O woal Prod 


P.O. Box D, Huntsville, Alabama 
Prod 
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American 
Ne products 


BUILDING SPECIALTIES 


Three-bedrooms featured 
in newest prefab model 


[ Ir. I 


New vapor barrier for 
floor waterproofing 


Am ca Sisal [t's 


} 
uid | 


ot 


ndlin 


tatc 
widths. Pr 

sg. ft. Amer 

ft € r Att Paul F 
AB. Attleboro, Mass 
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ADD THE 
CUSTOM TOUCH 


FIR PLYWOOD 


KITCHENS 


HOW OFTEN IT'S TRUE-the sale is made or lost in the kitchen. 
l'hat's why it pays to feature the warmth, charm and individuality 
of fir plywood kitchen cabinets and built-ins in all your homes. 
No limit to size, design, or color. No juggling of "stock" units— 
plywood fits your design requirements exactly. It's strong, split- 


proof, good looking. Easy to cut, fit, fasten and finish. 


INSIST ON DFPA GRADEMARKS! 


FREE PORTFOLIO OF 
FIR PLYWOOD INTERIORS 
File folder assembly includes 
design ideas, specifications 

cation data. Write (USA 

Douglos Fir Plywood 

Dept. AB, Tacoma 2 
Washingtor 


Screen 


oll fion 
Champ 


1956 STYLE 


This mighty midget makes it so easy to install Durall 
Tension Screens that a novice looks like a profes- 
sional and a professional looks like a champion. 
Tap it on the sill, drive one screw "snap-in" the 
screen. It's automatically adjusted...and you'll have 
a perfect installation every time 

But that's only the beginning of the big advantages 
of Duralls. Here are some more 


BLIND STOP 


LESS EXPENSIVE TO BUY - COST LESS TO INSTALL 


They have no all-around || | It takes only 5 screws to 
frames, just top and bot- b» Il each Durali. A 
tom rails that hold the Yi man can easily install one 
screen in the window un- : in five minutes from in- 
der tension. They're all 1 side the building. And 
aluminum and top qual- : à there are sizes for all 
ity throughout. | Stock frames so they f 
perfectly, with no expe 
Sive and time-consumin 
fitting on the jot 


NO CALL BACKS | | LOOK $0 GO0D 


Duralls put up nine years Fit in the window so 
ago are still going strong taut and trim...they 
tight and secure “look like a million. 
against insects. And SN 7 Made of "Alclad" alu 
they're made so per 9 minum, Duralls never 
fectly there are no call "C1 v E j st, stain nor streak the 
backs.” iw house. Buyers appreciate 
lat 


They're perfect for porches and breezeways too— 
“SELL” $0 EASILY widths up to six feet—ony height. Ask your dealer 
about them, or write to 
Just tell 'em they're 
“Duralls that go up 


|: 

inside...roll up to store = 

away in closet...and PRODUCTS COMPANY 

never neon pa nung Sixth Ave., York, Penna 

Duralls, that are nation- — £ the Durell i " d 

ally advert bv bra joanufacturers of the roll line of custom-mode 

alls id sed by and | Screen-Porch Enclosures, Bermuda Screen Houses, 

name Aluminum Combination and Screen Doors 

Io PS nnb A ae 
p 2 a ee i Spee. Y 5 ^M 


NL RE aa as eee 


—Ó 


Catalogs 


... Still more on windows 
and doors. Catalogs are 
yours by circling the 
reply card, p. 206. 


REMOVABLE WOOD WINDOWS which 
come inside the house for safe ar 
easy cleaning or painting. Describe 
n à four-page brochure. complet 
with cutaway drawings and step 
by-ste p photos More information 
from R.O.W. Sales Co., Dept. AB 
1365 Academy Ave., Ferndale 
Mic h. 


Circle No. 9085 on reply card, p. 206 


COLORS FOR WINDOWS, uggestc ] 
Fenestra which offers a steel wi 
dow in many styles all pre-treat« 
nd ready for a recommended fir 
ish coat of paint in any decorat 
color. Colors and details in l 
page, four-color booklet. Fenestr 
Inc., Dept. AB, 2250 East Grand 
Bivd., Detroit 11, Mich. 


Circle No. 9086 on reply cord, p. 206 


CASING BEAD for every type of win 
dow and door is described in thi 
l6-page catalog (No. 202) on 
metal lath and accessories. Photo: 
detailed line drawings and complet 
data from Inland Steel Product 
Co., Dept. AB, 4139 W. Burnhan 
St., Milwaukee 1, Wisc 


Circle No. 9087 on reply card, p. 206 


NEW WINDOW HORIZONS in slidin 
aluminum windows presented in 
four-page brochure from Horizon 
Full size details, installation instruc 
tions, plus diagrams of more thar 
60 window sizes and types. Horizon 
Window Co. Inc Dept. AB 
Flower & Paula Sts., Glendale | 
Calif 


Circle No. 9088 on reply cord, p. 206 


CHOICE OF INFORMATION on steel or 
luminum windows offered by 
Thorn with two complete catalogs 
Both filled with type and size dia 
grams, photos, numerous detail 
drawings, specification sheets. From 
J. S. Thorn Co., Dept. AB, 8501 
Hegerman St., Philadelphia 36, Pa 


Circle No. 9089 on reply card, p. 206 
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promotional opportunities 


for franchised American Houses Builders! 


Plan to build the **Rosewood"—newest House of Vision by American Houses, | 
Inc.! You’ll get the benefit of nationwide attention, because this moderately-priced | 
home is being featured in the October issue of Living for Young Homemakers! | 
You'll get added sales, because a full-color advertisement in the same issue lists 
all cooperating builders! You'll be able to offer smart styling, rock-solid construc- 


tion, a thoughtful plan, and quality that can’t be matched at anything like the 
price! All this—plus a power-packed collection of selling helps! Write today for 


more details! 


GS 


52 
AMERICAN HOUSES 
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3-bedroom, 2-bath "Rosewood", designed to sell in the medium price range 


The first House of Vision appeared in the May 1956 
issue of Living for Young Homemakers. Within one 
month of the promotion, American Houses builders had 
sold hundreds of these and similar models. T 


American Houses Inc. 


Creators of the House of Vision 
Dept. AB-956, P. O. Box 239, Allentown, Pennsylvania 
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‘ A WEISER LOCK ON THE DOOR TELLS THE WORLD 
! & "HERE'S A BUILDER WHO USES THE FINEST MATERIALS"... 


ildn't say it better if you hur | sign on the irot tone h hes that add dollars to the value of the house 
t er evt 

when a builder uses Weiser Locks he adds a power 

es feature to his home 1 feature that will pro 

ot uranteed trouble-free service There re 


regret vhen vou bin quality so next time pec Wy 


WEISER 


WEISER LOCH S 


WE ER PANY « ITH GATE, C FORNIA 


Unbalanced windows require 
many pounds of friction 
which puts the “BRAKES” on 
free movement! 

UNIQUE Balanced windows 
are free to move—independ 
ent of friction and pressure 
holding devices 

Inexpensive and quick to 
install by carpenter on the 
job or by the Millwork Dealer 
or Jobber in window units at 
the shop 


INSTALL 


the World’s 
MOST EFFICIENT 
SASH BALANCE 


for double-hung 
windows 


Available thru local 
Building Supply Dealers 


UNIQUE BALANCE co. 


125 Bruckner Bivd., N. Y. $4, N. Y. 


Catalogs. 


talog 


his 
J. OB 


IDEAS 


[^ 


0 N 0 


BATHROOM VANITIES 


H 


«le No. 9093 


PLASTER AND PLASTIC 
Dae kl | V 


1 


ute St 

for V 

Include 

can Stand * 

o vpsum piast 

mach 

stic and plast 
Dept. AB 


Cape 1. II 


tion o 


Circle No. 9094 on 


| THE ACCESSORIZED BATH done 
| Miami-Care in its new [ 
| l quipment. Bath 


[i 


by 


More 

Usable Space 
in the Very 
Same Place! 


Kennatrack 


SLIDING DOOR 
HARDWARE 


Plan more room in every 
room the Kennatrack way. 
Kitchen, bedroom, bath 

- all through the house 
Kennatrack’s complete line 


answers every need. 


Take the guesswork out 

of Sliding Door Installations 
Select the right hardware 
for every interior use 
from Kennatrack’s 
easy-to-use Buyer's Guide 
Write for your free cop 


Kennatrack 


CORPORATION 
ELKHART, INDIANA 


in Canada: Toronto, Ontario 
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Buy Gum! 


Atlas Plywood Gum flush doors are uniformly better doors to 
start with — so you're always sure of a uniformly better finish, 


stain it mahogany — and forget shortages! 


This is it — and you can sell it completely. Atlas Plywood Gum 
flush doors are harder and less porous than inferior imported doors — 
yet Atlas Plywood doors are priced competitively! And the harder the 
wood the easier the sale! 

Atlas Plywood Gum flush doors can be uniformly stained in a variety 
of rich, deep Mahogany tones. Made of Ametican woods throughout 
Atlas Plywood Gum flush doors are skillfully crafted by experienced 
American workers — from forest to finished product. 

Atlas Plywood Gum flush doors cost about the same as inferior 
foreign doors— but their difference pays off for you in sales and repeat 
sales. They are actually cheaper to stain and finish than the softer 
imported woods. 

For complete information, send for free color folder. Write Dept. 
AB-9, 1432 Statler Building, Boston 16, Mass. 
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BEAUTIFULLY AT HOME IN ANY TYPE HOUSE 


NEW DESIGN FITTINGS by Au- Standard 


9 o ... personalized 


on tap for you... 
the biggest attraction 
in the 7 house! 


her a star attraction to millions of 
homemakers. And on NBC Television’s another example of the T-H-T stars' 
HOME, her authority sets the buying pat- - personal and forceful pre-selling — 
tern for an audience as responsive as it is large. L the kind that leads to direct inquiry and sales! 


merican-Standard is the best. Dave's 


Arlene Francis handles everything ; x-—-» fittings. He's seen Dave Garroway 
with a charm and grace that make ' w on TODAY, so he, too, knows why 
A 
i 


Women in the market for new homes look care- x. Products advertised by the T-H-T stars - Dave 
fully for American-Standard bathroom fixtures, «3 Garroway, Arlene Francis and Steve Allen—are 
because Arlene personally talks so glowingly about "A the best sellers in the house. When you use 
them. For the builder and developer, the = these products, you've got the stars selling for 
name “American-Standard” reflects the quality | you... to 22,000,000 viewers every week! 
of materials selected throughout the house. ‘ a 


The story’s the same when the man of the 2 Lo. 1 TELEVISION NETWORK 


house checks out the heating plant and plumbing EXT. a service or eA) 


T-H-T: TODAY starring Dave Garroway HOME starring Arlene Francis TONIGHT starring Steve Allen 
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CHOOSE 


from a full line of 


HOMELITE 


Carryable 
Construction 
Equipment 


SELF-PRIMING CENTRIFUGAL AND 
DIAPHRAGM PUMPS 


Sizes: 1%” to 3" — capacities to 15,000 
9.p.h. for dewatering and water supply. 


ELECTRIC GENERATOR SETS FOR 
TOOLS AND LIGHTS 


Complete range of sizes ond voltages 
up to 5,000 watts. 


LIGHTWEIGHT POWERFUL ONE-MAN 
CHAIN SAWS 


Complete line of saws with clearing and 
brushcutter attachments for every 
woodcutting job. 


HOMELITE 


PORT CHESTER, N. Y. 
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Supersharp Blades C 


: e^. 7 
. , à - toat: 
— ee 
ae ae 2 


„r* 


Offer Luxury Living at Low Cost! Perfect for "Unusual" Lots! 


Look at all the room you have to 
sell in these all new, distinctively 
modern, custom designs by 
Homeway! Now you can offer 
the luxury of space at the coat of a 
much smaller conventional house 
These are not ordinary split 
vels. Th re architect 

designed to solve the problems of 
a sloping or nusual"" lot — to 


1 


give more house on a small lot 
to sell the families that need more 
space on a limited budget. 

Our Design Department can 
fit these spacious but compact 3 
and 4 level designs into your sales 
program. Write for new folder, 
floor plans, prices, and franchise 
information on split-level, basic 
and ranch models. 


GBH-WAY HOMES, INC. 
DEPT. AB, WALNUT, ILL. 


| Longer handles 
sier handling 


for 


| Finest carbon steel blades 


are instantly replaceable. 
Push in new blade—old one 
slides out easily. Stock 
genuine Red Devil Blades 
for replacement. 


7919 


Red Devil Toots 


Union, N. J., U.S.A. 


LEARN TO ESTIMATE 


You can estimote building construction costs 
quickly and accurately, and bid on profitable 
commercial and industrial jobs without worry 
about What did | leave out? or Am 1 bid 
ding too high, or worse yet, too low?'"'. Become 
a successful building contractor by devoting some 
spare time to the study of our estimating course 


WHAT WE TEACH 


We teach you to read plans, list and figure the 
cost of moterials, estimate the costs of labor, 
and the other things that you need to know to 
bid on construction work with confidence. The 
labor cost data that we supply is not vogue ond 
theoretical—it is specific, complete, and accurate 
=—it gives you the actual cost of labor required 
to do work in your locality at today's wage 
scales. We teach you to prepare estimates com- 
pleto in every detail. 


OUR GUARANTEE 


Best of oll you don't need to pay us one cent 
unless you decide thot our course is whot you 
need ond wont, We will send you plans, specifi- 
cations, estimate sheets, cost data, and complete 
instructions for ten days study, so thet you can 
see for yourself what this course con do for you. 
Mail the coupon todoy—we will do the rest. 


CONSTRUCTION COST INSTITUTE 


Dept. 956—8ox 8788 
University Station—Denver 10, Colorado 


Send me your course on how to estimate building 
construction costs for ten days study. IF 1 decide 
to keep it, | will send you $19.75 (payable in 
two monthly payments) as full payment. Other- 
wise |! will return the course, and there is no 
further obligation. 


E " í » r E ai 


This 
brator...Anywhere 


S 


One man can run this Homelite High-Cycle Electric 


Concrete Vibrator anywhere . . . to place concrete faster, 

easier and more profitably than ever before. That's be- 

NEW 115 VOLT AC-DC VIBRATOR cause he handles only the lightweight vibrator head and 

cable. The generator stays on the ground. or in any 

In addition to the high-cycle vibrator, Homelite also has o convenient spot within a 400 radius . . out from under 


foot and away from pouring operations. No special 


new 115 volt AC-DC vibrator for working concrete in small eradies or scaficida are needed. 


forms, reinforced concrete columns, and in other "tight spots' You can handle 30 to 40 cubic yards of 2" slump con- 
" 3 crete per hour with this powerful Homelite vibrator. 

ighi ly 32 complete, it can be carried and : : ^ 
Weighing only 32 pounds complete, | —— Tough, kink - proof, handling hose goes anywhere 
used anywhere by one mon. It will operate from either stand- around corners, over obstacles . . . can’t be injured by 


ard, 115 volt “house” current or from a low-cost Homelite bending. Quick-connecting extension hoses let you work 
effectively in the deepest forms. The rugged, high-cycle 
motor built into the vibrator head will give long, pro- 
fitable service at lowest maintenance cost. Carryable, 125 
pound, Homelite generator supplies both high-cycle cur- 
Write or call your nearby HOMELITE representative rent for one or two vibrators and 110 V. DC current for 
today for a free demonstration. your electric tools and floodlights. 


Manufacturers of 
Carryable Pumps * Generators 


corryable generator 


Blowers · Chain Saws a division of Textron Inc. 


509 RIVERDALE AVENUE, PORT CHESTER, NEW YORK 
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SAVE UP TO 100 PER HOUSE 


1. COSTS LESS TO BUY 


Lowest price in the field. Up to 35% less than 
conventional wood siding. Get prices now. 


2. COSTS LESS TO PAINT 


Front side and edges of each piece uniformly primed 
at the factory with high efficiency resinous coating. 
Developed especially for this purpose by the Upson 
Chemical Corporation. Finish coat will not blister or 
peel. Back side has special reflective aluminum prime 
for extra moisture protection. Yet, both coatings allow 
board to “breathe.” Has superior water resisting, 
wearing and painting qualities. You save up to $50 
per house on painting costs alone! 


wall and 
ceiling products 
siding, sheathing 


94% wood fibers laminated for great strength 
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with 


3. AND THERE'S LESS WASTE 


Cut to uniform size: 12” wide by 12’ long. No 
shorts. Won't split, check, crack or splinter. Gives 
you 10* exposure for modern appearance. Applied 
on the site in easy, conventional manner. 


4. NEW BEAUTY FOR 
YOUR JOBS 


Edges straight and true, edges with deep shadow 
lines, accent simplicity of modern design. Helps give 
house popular long, low look. Get a quotation on 
your next job. Write or mail coupon for name of 
your nearest dealer. 


THE UPSON COMPANY œ 819 Upson Point, Lockport, N. V. 


Please send me free details on beautiful Upson 
Primed Siding, and name of nearest dealer. 
NAME 


Title , 
Name öf fim 
Street 
City 


Enter your best model home 


in American Builder's 


National Home Week contest 


The judges will spotlight model homes 
that best express the purpose of National 
Home Week: more saleable houses. En- 
tries will therefore be scored on five 
counts, each of equal weight: (1) exte- 
rior design; (2) floor plan; (3) construc- 
tion techniques; (4) quality materials 
and equipment; (5) merchandising. The 
judges are Joseph B. Haverstick, presi- 


One builder in each price-category will 
be given a Grand First Award. Similarly, 
there will be duplicate second and third 
awards. The judges will also select 15 
houses in each category for special 
awards of merit. Award-winning entries 


Here’s what six nationally famous judges will 


look for in awarding best model home"' plaques: 


dent, National Association of Home 
Builders; Neil A. Connor, director, Ar- 
chitectural Standards Division, Federal 
Housing Administration; John Normile, 
building editor, Better Homes & Gar- 
dens; William H. Scheick, executive di- 
rector, Building Research Institute; 
John Highland, Highland & Highland, 
architects; one judge to be named. 


Entries will be judged in two price-categories: 
houses under $16,000; houses $16-40,000 


will be published in American Builder’s 
December issue and will be displayed at 
the 1957 NAHB convention in Chicago. 
Winners will also be publicized in local 
newspapers by American Builder’s press 
relations staff. 


If you show a model home during National Home 


Week, follow these steps to enter the contest: 


1. Contest entries must reach American 
Builder, 30 Church St, New York 7, 
N. Y. not later than October 15. 

2. Entries must include blueprints of 
complete working drawings; interior and 
exterior photographs; a list of major 
materials and equipment; samples of ad- 
vertising and promotional material. 


3. Entries may include rough detail 
drawings of special features; brief de- 
scriptions of economical construction 
techniques; newspaper publicity. 

4. Please send a letter giving name of 
builder or company; architect, if any; 
price; location; statement of sales re- 
sults; date of local NHW promotion. 


ACT FAST: CONTEST CLOSES OCTOBER 15 


Insure your profits If some building terms 
by using this new PUZZLE YOU. 
estimating guide... 


. this is a book 


you need! 
By 
for any Herbert R. Waugh 
| ^ and 
ity | Nelson L. Burbank 
locality | 0 Former instructors in con- 
i struction ond building 
trades, Bridgeport, Con 
necticut and Cincinnat 
Ohio schools. 


422 PAGES 


OVER 12,000 
TERMS 


HUNDREDS OF 
— 
BEING SURE c 


only 


81 2 00 . y ti y — 
- I us even — 
E : | tap toes nat nos! expe j be 
at NO EXTRA postpaid 

CHARGE get he standard help 


Companion for contractors 
and estimators. Dur- 
Vest Pocket ing 40 years, over : amor n P 
130,000 copies have | they st as 
been sold in its manv sult i The —— of Building fam and Definitions. 
iti Thi i of many ye painstaking resea stion 
editions. This new s-checking 
s edition was revised Handbook et Building Terms and Definitions i 
from cover to cover and includes information on p f imately six by nine 
new and modern materiala, tools and methods. ——— v 1 pros tion is 
No builder can afford to be without it if he wants N 
to compete in today's price battles, yet protect his 
profits. 


Estimator 


1 


AMERICAN BUILDER BOOKS a 
30 Church St., New York Te N.Y. 


I enclose $........... Se copies of Building 
Estimators Reference Book with a Vest Pocket Estimator 
for each copy ordered. 


— . — — — 


AMERICAN BUILDER BOOKS AB-956 
30 Church St., New York 7, N.Y. 


I 

| 

|] 

| enclose remittance of $5.00. Please send me postpaid, one copy | 
ot HANDE K BUIL 3; TERMS AND DEFINITIO! " 

10 days xamine e book and, if nc stistied, ca rn it | 

within that i 

Name i Name i 

[ 

l 


9$*960909990900900002909900999099 


n 
Town, *29995990995095009229609959 Zone, IIITTTI State eoeseece 


Addre: 


*e2569090009099029020020600000099 


City, zone, state 


—— — — — — — — — — — — — — — — — — 2 
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The only heavy- 
duty jig saw on 
the market able to 
cut bevels up to 45°! 
An indispensable 
tool for the profes- 
sional builder. 


Cuts practically any building 
material, even sheet steel. 
Equally efficient in hardwoods, 
Micarta, corrugated metal, etc. 


Cuts intricate patterns—makes 
curved, straight or irregular 
cuts—sawdust blown away from 
cutting line for finer accuracy. 


m 


^ 


Bo. dur 


1 


57 


PLU 


--———— - 


Cuts in places inaccessible to 

circular or hand saws! Makes 

— ocket 12 in panels, base- 
ards, floors. 


NEW Black & Decker Heavy-Duty Jig Saw 
cuts to 45° angle...on either side! 


An impressive B&D advantage—whole shoe 
swings right or left for bevel cuts! Cuts heavy 
stock—even 2 x 4’s—because it’s powered by a 
custom-built B&D motor. Runs cool, without 
stalling. Faster cutting, too... full 1-inch stroke. 

You'll like the easy way this B&D Jig Saw 
handles—extra knob gives two-fisted grip, and 


our B&D dealer about the 
ond! s most complete builder’ s saw 
line--B&D Heavy-Duty 6",615", 7", 
8” and 9* veia wer-built 
with B&D motors . backed by 
the famous Black & pond — name! 
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unique reciprocating action means less vibration, 
smoother performance. Let your B&D dealer 
demonstrate its power, speed and versatility 

. Show you exactly why it's already a favorite 
tool with builders everywhere. Or write: THE 
BLAck & Decker Mrd. Co., Dept. H-109, 
Towson 4, Maryland. 


LOOK IN THE YELLOW PAGES UNDER "TOOLS-ELECTRIC" 


Blacks Decker: 


PORTABLE ELECTRIC TOOLS 
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i NE e * > 
world osa inis. 
EM Are 4 manyt 

E E 


TOTAL READERSHIP 28,450,008 


Better Homes 


TOTAL READERSHIP 15,500,000 
AS ADVERTISED IN 


NEW f S, ser 
HOMES MAGAZINE 


as OVERTIONG im 


e Now FRY becomes the — T 
BIG BRAND NAME in home roofing We me rovar; 
beginning this month with the : n 
most aggressive, best rounded roofing 
advertising campaign you've 
ever seen. A revolutionary 
new sales-theme . .. BONDED 
20 YEARS ... dramatically 
advertised in mass circulation magazines 
a wealth of spectacular tie-in materials, FREE to FRY 
“bonded” dealers . . . all the ingredients for the most sensational sales success ever 
known in the roofing trade! Get on the bandwagon— get YOUR supply of colorful, 
giant-size reproductions of the LIFE ad for your windows; beautiful miniatures for envelope stuffers; 
ad mats, etc.—and, above all don't be “caught with your Fry Roofing stocks down 


Phone, wire or write your distributor—or contact Fry direct —6l'ODA Y! 


LLOYD A. FRY ROOFING COMPANY 


World's largest manufacturer of asphalt roofing and allied products 
5818 ARCHER ROAD - SUMMIT, ILLINOIS (P.O. Argo, Illinois) 
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WHY WASTE 
YOUR SELLING TIME 
ON BLIND CALLS? 


Dodge Reports on new construction 


can help you sell more profitably by pinpointing 
your business opportunities. 


The cost of getting business goes up when you spend time chasing down 
idle rumors. Dodge Reports help eliminate this waste by supplying you 
with just the selling facts you need to know about people you do business 
with, as well as prospects you may not have time to uncover. Dodge 
Reports tell you who’s building, what, where, when the bids are due, who 
PA to contact, what the status of the jobs is — the information you need to 
| schedule your selling efforts more efficiently. Furthermore, when you get 
Dodge Reports you get more than advance information — you get the 


fastest, most complete construction news service you can economically 
use — here's why... 


BETTER REPORTING 


Dodge employs more than 
1,000 reporters covering 
every local area east of | 
the Rockies. Backed by | 
65 years of service to the 
industry, together with | 
the prestige of Dodge | 
Publications and Services 
only Dodge Reporters 
have such welcome access 
to so many news sources | 
in all construction fields. | 


SPECIALIZED BY FIELD 


Dodge offers 3 specialized sell- 
ing services. . covering 1) Gen- 
eral Building Construction, 2) 
House and 3) Engineering Proj- 
ects. You get thorough coverage 
of the type of construction that 
interests you without wading 
through piles of unnecessary 
reports. And by choosing just 
the service or services you need, 
you get the most economical 
reporting. 


— 0 


INDIVIDUALIZED FOR YOU 


In addition to specialization by type of 
construction, Dodge makes it possible 
for you to select the type and the size 
of project on which you desire infor- 
mation, as well as the specific territory 
you want covered. You may choose 
whatever you need from the 26 dif- 
ferent classifications in the General 
Building Service, 3 types in the House 
Service and the 11 kinds of projects cov- 
ered by the Engineering (or Heavy 
Construction) Service. 


There is a Dodge Reports Service for you. For complete information, write today. Use this coupon. 


„ 2 


For Timed Selling te the Construction Industry 
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Company 


Nome. .— 


City 


AI S 


F. W. Dodge Corporation, Construction News Division 
119 West 40th Street, Mew York 18, N, Y. A8956 


Please let me see some typical Dodge Reports for my area. | am inter- 


[] Engineering Projects 


General Construction 


Zone State. 


“IN THE BUILDING BUSINESS, TRUCKS MUST 
BE RUGGED... DEPENDABLE ... ECONOMICAL. 
CHEVROLET TRUCKS FILL THE BILL!” 


... says Mr. Charles E. Johnson, sales manager, Everett F. Rawlings, Con- 
tractors, Hollydale, California—a typical user of Chevrolet light-duty trucks. 


ing. Chevrolet trucks will continue to be the 
backbone of our transportation." 


„We've used Chevrolet 
trucks for over eleven 
years and we feel they're 
the finest on the road. In 
the building business 
trucks must be rugged and 


Everywhere in America today, you'l find 
Chevrolet truck owners echoing Mr. Johnson's 
words . . . saying, in effect, “Chevy puts 
more money in my pocket!" These great-per- 


dependable as well as economical in mainte- 
nance and gas savings. In these lines, Chevrolet 
trucks fill the bill. 

“Our drivers are as happy with these Chevro- 
lets as we are. Comfortable seating and better 
maneuverability make easier on-the-job driv- 


forming trucks, the sales leaders since '37, 
now boast the biggest, happiest family of 
owners to be found anywhere. Why not see 
your Chevrolet dealer and join 'em soon! 
. . . Chevrolet Division of General Motors, 
Detroit 2, Michigan. 


Modern features make new Chevrolet trucks the Performance Champs of the Lightweight Class! 


with Extra high-compression 6's— Easy-wheeling Ball-GearSteer- 
lesign the world's moet popular ing—for fleet, agile maneu- 
mponents! truck engines—by far! vering, leas work at the wheel! 


NEW CHEVROLET 
TASK:FORCE TRUCKS 


Modern Panoramic Wind- 
shield, Concealed Safety Stepe 
» and many, many more! 


New high-powered V8’s 
efficient, short-strok 
and modern 


Anything less is an old-fashioned truck! 
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“LAZY SUSAN” 
CORNER WALL CABINET 


"^ 


The extra features sell homes in today's market. And, the first place the 
home-buyer expects extras“ is in the kitchen. After all, Mrs. Home-Buyer spends 
much of her time there . , . and she's often the final word in a home purchase, 


SELL THE LADIES WITH 


c 
i SPECIAL MIXER CABINET 
Long-Bell Natural Wood i 


— — 


Kitchen Cabinets 


Whether it's a thousand-unit project, a single-unit job or a remodeling 
contract, builders, contractors and architects rely on the sales-appeal 
of Long-Bell Natural Wood Kitchen Cabinets. The great variety of 
finishing and decorating effects possible and their easy operation are 
sure-fire features housewives want. Here’s custom beauty that costs no 
more than less attractive cabinets — and the women love it. 


Long-Bell has always been first to introduce such exclusive features as 
the full-depth sliding shelves that come to you for storage— and adjust- 
able shelves for perfect adaptability to each housewife’s storage setup. 


It's easy to plan with Long-Bell Kitchen Cabinets because they're engi- 
neered on a 3^" module for accurate fit. 


Long-Bell maintains big inventories of completed cabinets of beautiful ag 

rift grain fir and mellow birch in a full range of sizes — ready for imme- 

diate shipment. That’s why there are satisfied Long-Bell customers all MEE SLIDING SHELVES. ^ 
over the United States. They know that Long-Bell 

gets the order to the job on time, ready for placement, 


Ask your Long-Bell representative to show you the 
many cabinets, including special-purpose cabinets 
and accessories that are available. 


The Iene Ber [umber (ompany, 
Established 1875 


Eastern Division — Kansas City 6, Mo, 
Western Division — Longview, Wash, 


Long-Bell Lumber Company, Dept. AB 
Longview, Washington 


Please send me FREE descriptive literature, 
specifications, etc.. on Long-Bell Natural Wood 
KITCHEN CABINETS. 


NAME 

FIRM NAME 

STREET i 
e111 SA 
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COSTS GO DOWN 
SE ee 


When RILCO Goes UP? 
BINNERCO VAERYO a 


Lower cost, easier and faster erection plus outstanding appear- 
ance and better construction—that's what you get with Rilco 
glued laminated wood arches and trusses. Contractors tell us, 


ee >, 4 , ) 
Contractor, Engan Construction Co One job sells many more 


Rilco members can be erected manually with common labor, 
with a block and tackle or a portable hoist. But what really 
will please you is the precision craftsmanship evident in each 
unit which makes job-site assembly and erection so simple and 


Anaconda Wire & sat isfying 


Cable Co., . 2 : z x : s 
n er cen Unskilled labor with Rilco precut and drilled members produces 
4 10 pon A . n e 
Contractor 44 4 a professional result at a surprisingly low cost. Furnished 
Johnson & Jacobson * . s 
hardware fits perfectly and the result is a pleasure to present 


to the owner 


Rilco engineers will gladly 
work with you on the job. 
We would like to send you a 
free catalog or answer any of 


= your questions — no obligation. 
(0m ey nanny agn RILCO LAMINATED PRODUCTS, INC. 
Spon. Johnny Klooten, Contractor 2511 FIRST NATIONAL BANK BLOG., $T. PAUL 1, MINN. 


The only garage door with the 
patented SAFETY CATCH* 


incomparable . 
@ The Frantz No. 400 Series has rapidly become a best 


400 8 seller everywhere from coast to coast. 

Series The exclusive Safety Catch provides the utmost in sec- 
tional overhead door convenience. Just a gentle lift starts 
the door up. At full open position the Safety Catch stops 
and holds the door firmly, securely. No banging or slam- 
ming! No rebound! Yet a slight pull releases it for closing 
when desired. 

You'll admire the 400's for their fine appearance and fast 
installation, their quality and low cost. But their precision 
operation really sets them apart. /t's the extra appeal of 
something specíal--the Safety Catch—that makes this Series 
one of the most popular that Frantz has ever produced. 


U.S. PATENT No. 2,708,478 


FRANTZ MANUFACTURING CO. 
Steriing, tthinote 


ABOVE—Two No. 450's. Other 

sizes and styles to fit all open- 

ings. 

RIGHT detail of the patented DW 

Safety Catch that holds door P CATALOG NO. 303—Con- 

securely in full open position. ^ tains specifications and ilins- 
trations of 67 models and 


sizes of rigid and sectional 
doors. Write for FREE copy. 
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DRAIN THAT 
ROOF WATER AWAY! 


installed down spout run- 
offs have helped close the 
sale of many a new house. 
Roof water left to splash 
down onthe ground seeps 
through to the garage or 
cellar floor—makes a mud 
hole of the yard, oran eye- 
sore on the lawn. Draining 
that roof water away with 
Orangeburg Root-Proof 
Pipe—installed quickly, 
easily, economically... 
helps sell the house. 
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No Compounds, No Calking! 


Builders know that it takes mod- 
ern materials and modern methods 
to cut construction costs today. And 
when it comes to sewer pipe they 
find ORANGEBURQG:'s the answer! 

Light-weight 8-foot lengths are 
easier to handle, easier to install. 
No cement, no calking, no com- 
pounds to make an ORANGEBURG 
Taperweld Joint. A tap or two and 
the joint seals root-proof. 

Orangeburg is readily sawed to any 
required length and quickly tooled 
on the job—-another reason why 
builders like it. 

Orangeburg Root-Proof Pipe is 
made in 2", 3", 4", 5" and 6" sizes. 


Use it for sewer lines from house to 
street main or septic tank, down spout 
runoffs, storm drains and other out- 
side non-pressure underground lines. 
Orangeburg also comes Perforated 
in 4" size for foundation drains, 
septic tank filter fields, draining wet 
spots everywhere. Look for the 
Orangeburg trademark. Get the gen- 
uine. For facts write Dept. AB-96. 


ORANGEBURG FITTINGS 
TEE % WYE 
F 
They simplify the installation . , . save you 


fime, trouble and money. Make cn al- 
Orengeburg high quality pipeline. 


ORANGEBURG MANUFACTURING CO., INC. 


ORANGEBURG, N. Y. 


West Coast Plant-—NEWARK, CALIF. 


ORANGEBURG 


ROOT-PROOF PIPE AND FITTINGS 


Owens-ILiinois 
Grass BLock 


, building materials — 


that "belong"togethe > T 


Glass block and modular brick “fit.” Two 8” glass block are 

easil bstituted for six standard modular brick; two 8” block 

can I ed place of tandard concrete block. When you 
block in side wall u have no delays in construction, 
in at the same time e rest of the masonry 


OWENS-ILLINOIS GLASS BLOCK 
AN (I) PRODUCT 


| 


Owens-Illinois Glass Block are handled in the same wav as 
modular brick and concrete block — same mortar materials 
and similar laying technique . . . go in at the same time 


Glass block arrive on the job site packed in sturdy car. 
tons of convenient size. Cartons can be opened as block are 
needed. No loose block for you to handle. Panels can be 
made to fit any size opening . . . no frame is necessary. Be 
cause Owens-Illinois Glass Block have a specially designed 
corrugated mortar-bearing surface, you benefit from cheaper 
and faster masonry construction. And only Owens-Illinois 
Glass Block have this design feature 


To save you additional time and money, all mortar-bearing 
surfaces on O-I Glass Block are pre-coated with à special 
grit material for easy installation and all exterior faces have 
O-T's “magi-clean” finish for easy cleaning. 


Owens-Illinois Glass Block are available in a wide variety 
of designs from super-clear that you can see through to those 
that restrict sight completely. Literature for any glass block 
application is available free of charge. For information or 
help with a specific problem write: Kimble Glass Company, 
subsidiary of Owens-Illinois, Toledo 1, Ohio. 


Owxzes-IrriNors 


GENERAL OFFICES * TOLEDO 1, OHIO 
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Builder Donald W. Johnston uses Fol noon as movable partition 
in typical Imperial Home, Peoria, III. 


Imperial Homes Choose Foldoor! 


For making homes sell faster, you can’t beat FOLDOOR 
by Holcomb & Hoke. These are the folding doors that 
operate easiest — with 61% less hinge friction. That look 
better— with exclusive cornice for a "finished" look. And 
that are sturdy —as proved in thousands of installations. 
That's why Donald W. Johnston chose ForpooR by 
Holcomb & Hoke for his entire Imperial Homes project 
at Peoria, Ill. That's why, whether you're building one 
home or 1,000 in 1956, it will pay you to investigate 
Holcomb & Hoke's line of folding doors. Remember, only 
Holcomb & Hoke makes a complete fabric-covered line. 
Three price ranges for every home . . a deal for every- 
body —a deal for you! 


INSTALLING DISTRIBUTORS IN ALL PRINCIPAL CITIES 
In Canada: FOLDOOR OF CANADA, Montreal 26, Quebec 
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HOLCOMB & HOKE 


FOLD OR 


THE SMARTEST THING IN DOORS 


0 4 0 % %% % %% % %%% % % % % %%% %%% „ „ 60 


HOLCOMB & HOKE MFG. CO., INC. 
1545 Van Buren St. 
Indianapolis, Indiana 


Please send full details on Fol noon 


NA. 


i 


ADDRESS 


CITY. 


| 
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FLATTEN PIPE 
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f PIPE LEGS 


An easy-to-build 
roof boom... 


nyone who has had to lug 
bundles of shingles up 


ladder will appreciate the vir- 
tues of this easily constructed 
scissors boom. Basis of its flexi 
bility is the use of hinges on 
the pipe ends. These permit 
universal joint action, allowing 
the boom to be set up over the 
end, or over 1€ side of 
oof. Also, the usc of cot 
s in the le 


$Pacra e Pan rs 
Sd Je. 


This method of grooving cabinet 
sides to receive shelves is recom- 
mended b builder who says he 
has found small bench saw not 
alwa urate enough for the job 
de strip is C-clamped 
to the piece to be grooved and in 


such position that the it made 
b p with the power w will 
forn de of the groove. A ! 
bs pacer strip is then set be 
twe r lide strip and the saw 
and another p made to form the 
other sid th groove (It S ase 
256 


sions to be inserted and the 
boom to extend further out 
from the side of the house 
In operation, the boom 
swung out away from th 
house, the load attached, and 
hauled up as far as it will go 
The boom is then swung in- 
ward by means of the guy rope 
nd the load deposited on the 
roof 
H. C. Stinn, Nokomis, III 


sumed that the groove is 34” wid 
the 's plus the '%” thickness of 
the saw blade.) The spacer strip is 
then set on end, and a pass made in 
between the other two. It is easy to 
knock out the remaining wood with 
a chisel 

D. Adolph, Preston, B. C. 


Handy stud spacer 


ORAW LINES ON EACH SIDE 
OF BLADE 


CUT To €^ | — 
— 


= | 


STUO LOC ines 


Here's a good way to make use 
of that old square that has so rusted 


O N T M E 


How to do it better... 


H E D ee oe oe ee 


JOB 


that the numbers on it can't be read 
any more 
[he tongue of the square is 16 


long on its outer edge, the righi 
length to space studs. The width of 
the other arm of the square is th: 
same as that of the stud. By cuttin 
this blade off short as shown, a too 


is created that will give the correct 
spacing, and permit the appropriat 
markings to be made easily he 
side of the shoe or plate. 

N. Pittman, Overton, Tex 


Homemade power bull float 


This builder converted a hand 
bullfloat into power model 
mouming an oscillating sander or 
top of the float. The resulting m: 
hine, he claims, runs down the a 
gregate and works up thi fa 
much faster than if it w 
without the vibration. The elect: 
cord for the sander is run up th 
handle to keep it out of the wa 

R. A. Tophigh, Corning, ¢ 


Hammer does double duty 


DRILL HOLE, FILI 
WITH SOAP OR WAX 


Most carpenters know that a litt 
wax or soap applied to the thre 
of a scre will make it 
drive Likewise they now 
misplace the lubric 
while workings ind betwee 
too. A hole drilled in the hand! 
end of a hammer makes j 
place to put the lubricant; the han 
mer is hard to lose, and sinc 

tarted by a han 
at hand when 


easy it IS 


screw is usually 
met blow t 
needed. 

L. Hamill, Seattle, Wash 


MORE IDEAS FOR THE BUILDER 


1 


50 is the Year to Fix! 


let your OHI plans include kitchen 
remodeling jobs with washington, 
"come-to-you" storage hardware. 


REVOLVING 
CORNER FRUIT & VEGETABLE BINS MIXER SHELF HARDWARE METAL FOOD DRAWERS 
SHELVES 


Your kitchens can become clean, efficient work centers—functional in 
every way—with Washingtons Line “come-to-you” storage. Revolving 
Corner Shelves that utilize that normally “dead” corner space; Fruit and 
Vegetable Bins with proper ventilation; Swing-Up Mixer Shelf Hardware 
located at convenient working height and White Baked Enamel Food 
Drawers for sugar, flour, bread and pastries, make kitchens easy to 

work in. All these items can be incorporated in new or present work 
cabinets, easily installed, and conveniently arranged to give the housewife 
maximum kitchen efficiency with a minimum of effort. 


For more information about "Washington" "come-to-you" storage 
and where it can be obtained, see your deoler or fill out the 
coupon below and mail to manufacturer 


pu 


WASHINGTON STEEL PRODUCTS, INC. DEPT. AB-9, | 
1940 East 11th Street, Tacoma 2, Washington 


entlemen: Uu" send me complete spar gon on the Washington® 
WA — Hi [| N GTO Ne Li N E ine "come-to-you'' storage and where | con obtain it in 


this area. 


Washington Steel Products, inc., Dept. AB-9, Tacoma 2, Wash. 
ADDRESS 


ZONE STATE 


——————————— ml 


SEPTEMBER 1956 257 


12 


Universal Level-Transit 


everything you could 
ask for in a transit 
Whatever you're looking for in 
a transit . look no further 
WHITE'S got it ... and in good 
measure! More than 40 years of know 
how assure you of ACCURACY. 
to within 5 minutes on the vernier 
SIMPLICITY lesigned without 
unneeded frills or gadgets for fast 
adjustability and easy reading. DU. 
RABILITV. .. built for rough going 
winter or summer and for years on 
end. PRICE . . model 3000 com- 
plete with tripod for only $199.50* is 
a value you can't equal. Fill in coupon 
below for complete details and name 
of nearest dealer. 
manufa turers 
ot f op 1 in- 
strument that 
engineers, survey- 
ors, meteorologists 
and navigators 
have regarded as 


standard for more 
than 40 years. 


*Prices subject to change with 


—————— — 4 


Do you want ALL the details? 
MAIL THIS COUPON TODAY. 


DAVID WHITE COMPANY—Dept. 956 
ji W. Court St., Milwoukee 12, Wisconsin 


Yes, I'd like full details and prices on 
DAVID WHITE instruments and name of 
nearest dealer. 
NAME . 
ADDRESS 
city " = 


> 


ZONE STATE — 
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Making counter top joints 


SPACE GUIDES TO 
FIT ROUTER 


f — m" E 
s 1 Uu R,, — (2 
| GUIDE FORROUTER | 


One oí the more time-consuming 
and irritating jobs in finishing off a 
kitchen is making a smooth joint 
where two pieces of plastic counter 
top material butt together. The 
builder who has a lot of these jobs 
should be interested in the cutting 
jig pictured above 

The guides should be spaced to 
fit whatever make of router the 
builder uses, and the fit must be a 
tight one all along the guides. The 
two pieces of plastic to be butted 
slipped into place under the guides, 
lined up against the stop strip, and 
secured with C-clamps. The router 
is then run through, and the result- 
ing joint will be a perfect one. 


Can you do it better? 
SEND US... 


€ A brief written 
description 


€ A simple sketch 
@ Snapshots, if possible 


h de are American Build- 
er's main source of better 
building methods, so send us 
your ideas. Good sketches are 
most important; a free hand 
drawing is fine so long as it's 
clear. If we publish your idea, 
we'll send you $25 for your 
trouble. Mail contributions 
to: American Builder, 30 
Church St, New York 7, 
N. Y. 


How to do it better... 


Positioning roof slats 


Raf TEN 


One man putting up roof slats or 
roof sheathing can save himself 
lot of crawling back and forth with 
this idea. A nail is driven into on 
end of the board, its distance from 
the end being about half the width 
of the joist. The carpenter can then 
be at one end of the board, push it 
along until the nail hits the rafter 
and start nailing at his end, know 
ing that the board is in the right 
position. 


BREAK 


The law of averages says that 
cancer will kill one out of every 
six Americans. But the law does 
not have to prevail. You can help 
break it in two ways. By having a 
thorough medical checkup every year 
... and by sending a contribution to 
| your Unit of the American Cancer Society 
or to Cancer, c/o your town's Postmaster. 


Fight cancer with a checkup and a check. 


| 
AMERICAN CANCER SOCIETY 
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high style on a budget 


With all the style and up-to-date fashioning of 
this Virden fixture, it still fits into most budgets. 
Swivel canopy allows it to be used on a flat or 
sloped ceiling. Finished in copper and black, 
or brass and black. 

There’s a Virden fixture to fit into every 
decorative scheme and budget. See your Virden 
distributor or electrical contractor, or write 


for the new 1956 catalog. 


Write tedey for Booklet No.56, 


showing the full Virden line of 


popular fixtures, including new 
pull-down fixtures, 
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John C. Virden Co., Dept. AB-9 
6103 Longfellow Ave., Cleveland 3, Ohio 


Please send me Booklet No. 56 


| — 


Address 


City . Zone Stete__ 


Occupetion — — 
Member of American Home Lighting institute « Undereriter of Operation Home improvement 
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* Planning Roofing Concrete Work Heating & Plumbing 
Air Conditioning 


Framing Wiring 


RAFTERS 


2 BOW IN a | 
k d 
w 


r | 
. F ~ hj 


yg e j Zia 25' 
! 


— — 220 x 1 NO 
7 CROSS SECTION LS 


LL ts tenor ] 


- DORMER WALL 
/XN | TENOS TO BOW 
5 J | | OUT DUE TO 

| BOW IN OF 

| RAFTERS 


/ 


ROOF PLAN t 


Cross-bracing or 
knee wall for dormer? 


QUESTION: 1 am building a ANSWER: Recommended span 
Cape Cod type home but dis- for 2” x 6” rafters (No. 
covered the shed type dormer framing lumber) on 16” cen- 
at the rear tends to bow. Should ters is 16'——1". You exceed 
I put in a knee wall and take this considerably, which 
away considerable floor space, why your 


18 
rafters bow and 


or should I nail 2x 6's to the why you should follow knee 
ceiling joists or collar beams? wall plan to correct it. Space 
Roof shingles are not yet ap- behind knee wall is not lost; 
plied. it may be used for storage 
Donald E. Flowers or built-in drawers. Cross- 
Lisle, III. bracing shouldn't be needed. 
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Power Equipment 


Ask the experts 


Insulation 
Interior Finish 


Building paper problem 


QUESTION: When using vapor barrier 
paper on a building should it be 
stapled to studs before lathing or 
nailed on to sheathing before applying 
siding—or both? 
Dante Giannetti 
Chicago Heights, III. 


ANSWER: The paper should be sta- 
pled directly to the sheathing prior 
to nailing the siding 


Tight traffic turn? 


QUESTION: Isn't a 60 diameter turn- 
around about the smallest that can be 
constructed for public traftic? 
C. G. Brouzas 
Morgantown, W. Va. 


ANSWER: According to the depart 
ment of commerce regulations Ol 
the state of New York, a tu 
around roadway should have 
minimum radius of 35 feet from 
the outside curb at the closed end 
[hus a 60' diameter turn-around 
would not be sufficient to meet 
this standard. 


Soundproofing walls 


QUESTION: 1 have had several occa- 
sions to construct soundproof walls. 
Recently one between a guest apart- 
ment and another between a machine 
shop and a manager’s office. Can you 
give me the best method with drywall 
construction? 

W. A. Stocker 

Sunapee, N. H. 


ANSWER: Use insulating or reflec- 
tive or insulating wallboard and 
place the reflective side toward 
the inside of the rooms. Then apply 
acoustical tiles over the wallboard 


Heating a slab type church 


QUESTION: In an area where winters 
are long and severe, we are thinking 
of building a church without a base- 
ment, using concrete slab construction 
Is a hot water or a hot air system the 
best to use. What about insulation? 
Rev. J. A. Floyd 
Davidson, Sask. 


(Continued on page 262) 
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the newest 3 | 
outstanding | 
Textured, ` 
Grant .stuff-proof, | 
tough, | 
product vinyl fabric 
surface 
development NT 


4 ra nt folling doo 


A REAL DOOR THAT FOLDS! 


styled by Paul McCobb 


features 


Solid Panels: The solid panel construction 
of this Grant door is a revolutionary 
development in a folding door at moderate 
price. The Grant Folding Door has crisp, 
clean lines, blocks sound, hangs rigid 
without billows or rustle. Knock on it. 

It sounds and feels like a door. 


Space Saving: Frees an average of 

14 square feet of floor space (19 square feet 
of wall space) for living space, better 
arrangement of furnishings. 


Durable — Easy to Maintain: Vinyl 
surface can be wiped with a damp cloth 
scrubbed if necessary. Tough and long- 
wearing, resists scuffing, color is permanent. 


Easy Installation: Only a screwdriver is 
needed to install the Grant Folding Door 

in standard door openings in minutes. 
Readily adaptable to non-standard openings. 


Decorative Flexibility: Color styled to 
harmonize with modern or traditional 
furnishings. Attractive design of handles, 
track and other details, also specially 
styled by famous Paul McCobb, 


1 aM a mc 


= 
eras 


a ee el ee pte 


D Ask for your copy of fully descriptive specifications 
booklet, the swatch book showing the attractive colors 
— — available and texture of the non-scuffing vinyl finish. 


| Jra NE door 


“A REAL DOOR THAT FOLDS” 


Grant Pulley and Hardware Corporation 
31-63 Whitestone Pkwy., Flushing 54, N. Y. 
944 Long Beach Avenue, Los Angeles 21, Calif. 


Other Grant Products: 

Sliding Door Hardware * Drawer Slides 

Drapery Hardware * Sliding Door Pocket Frames 
Sheaves and Tracks * Pulls * Industrial Slides 


SEPTEMBER 1956 261 


Ask the Experts No New home 


(Continued from page 260) | is comple te ly 
| 
i ANSWER: A hot air system with | modern 
fd 5 3 ducts embedded in cinders may be without 


1 ey 4 used. Ducts can be asphalt, clay 
OLDINC NY ul lass fiber or metal. For com 
plete information you should con- 
tact the National Warm Air Heat 
ing and Ventilating Association Built-in 
l Publ juare, Cleveland 14 radio 
Ohic d 
an 


covered in What's behind nail popping? communication 


To | E QUESTION: Would you explain what : system 
x " causes nail popping? A friend of mine i 
SUPPORTED VINYL wants to use drywall in a house he’s 
pe o om building but is afraid of nail popping. 
W. R. Wyatt 
Warren, Ohio 


x3 NG RO StOROOM 
Designed for new construction, to be 
built in the wall between studs, Gives 
interphone communication between mas 
ter unit and any or all remote unit: 
Master station includes fine AM radio 
and electric clock for automatic opera 
tion. Easy to install. Complete installa- 
tion can be made in 30 minutes, Write 
for complete details and names of 


| 757 3 | distributors 
...MORE XL. [ i | 


UNEVEN i m. E TRANS-TEL CORP. 


TOP — 4 736 North Highland Ave., Hollywood 38, Calif 
D U RAB LE PLATE FITTED | Terminal Radio International, @5 Cortlandt St., New York 


ANSWER: The Gypsum Association CLASS 
lists the above four conditions a 
causes of nail popping: uneven 
top plate, stud not properly lined 
up, twisted stud, and board not 
properly fitted. All may be the 
result of careless workmanship, 
green lumbe r improper nail- 
ing. The Association recommends 
threaded nails in wallboard appli 
cation 


f buying and 


wanted, positior 


other covering material 


fers such outstanding Which uses more lumber? 
quality and featur at s 
such low cost! Produced QUESTION: | would like to know 


! dozens of patterns and whether a truss with 2 x 6 upper and 
— y- * in a wes lower chord on 16" centers uses as 
wig — 1 — much lumber as two 2” x 6” rafters MANUFACTURERS REPRESENTATIVE 
door material! on 16" centers. Also whether 2 WANTED 
plywood gussets are as strong as 75 Ten-year-old Michigan comem manufacturing oll- 
shiplap boards. steel folding closet doors and type steel goroge 
James M. Hanlan doors ìs seeking representation in North Central 
` ond North East states. Direct inquiries to Style 
Caldwell, N. J. croft, Inc., Roseville, Michigan 
ANSWER: To answer this question 
properly we ild first have 


review your plans. As to your sei To sell more BUILDING PROD- 


ond question plywood 


gussets is stronger than 74 board: UCTS and EQUIPMENT pre-sell 


and is so recognized by the FHA. ' : : 
1 n ilder 
Both the Small Homes Council of the BUILDER! American Build 


the University of Illinois and th. reaches more builder-buyers than 
Timber Engineering Co. of Wash. ae " 

" a i ! 
ington, D. C. recommend a gus any other building publication! 


sets in their truss designs 


' TEXTILEATHER, Toledo 3, Ohio 
Division of The General Tire & Rubber Co 


Send me the names of folding door makers 
who use TOLEX supported vinyl coverings: 


Name 


Address 


panene 
— — — — —À —À— 


— — — — — — — — : ——T— — — 
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For Over One-Half Century... The Encyclopedia of the Trowel Trades 


easier FLEXIBLE! F R E E l 


MopuLar Homes permit 


to “customized” builder's service at the fabulous GOLDBLATT CATALOG 
erect P te-Fab mass-produced costs. | listing every known tool or accessory used 
c investigate | by the Trowel Trades...Over 1,000 items! 
floor plan... size of rooms... | 
, fh — i For: Contractors Tilesetters Lathers 
easier size o ome... interior . .. | — — — a "AA "^ — 
exterior... all flexible "s easily tone Masons ement Finishers uck-Pointers 


to adjusted to suit topographical 


The Only Complete Catalog of Its Kind in the World! 
needs and buyers' preferences, 


Here's the most popular book ever published for the trowel trades. 


sell Famous for over 70 years because it’s the only authentic single 
SUPERIOR DESIGN source that lists, describes, and prices every tool and accessory 
Moovutarn Homes are con | you'll ever need in your work. Includes dozens of exclusive 


Goldblatt tools, not available from any other source. Get your copy 


temporary . . . streamlined for today. It’s free. There's no obligation. Just fill in the coupon below. 


enjoyable modern living 


designed to conform to proven SOME OF THE TOOLS IN OUR CATALOG 
modern consumer preferences. Hand & Scarifiers Joint Rakers 
They are selling fast in city | Floats, Towels Nippers Salamanders 
suburbs and small towns... Testes — T Mortas 4 
on individual lots or planned — 700 i" Cut -ON Blades 
developments. | 


MAIL COUPON TODAY 


| Goldblatt Tool Company, Dept. W-9 
1912 Walnut Street, Kansas City 8, Missouri 


Write for dealership details, 


IT'$ REDWOOD — INSIDE AND e 


Please send me FREE your new Tool Catalog. 


‚•—L— 2 22222244 „ „ „„ „„ „„ eases: oeeseeeososerosoteosooseoresoe 


BARRETT STATION & DOUGHERTY FERRY RDS. | 

ROUTE 13 DEPT. B s 

KIRKWOOD 22, MO. | 3 
| 
I 


/————————— 


$600000000000900000 0900900500009 — ——ð — ——Æ—᷑ͤ̈ũ9. e0 Oo 9OS 
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Vou Com? Mize 


with 


KANT-SAG 


Shelf and Pole Brackets 


e Sturdy bl rougl n r 1 
t appear í et 
e Accommodates standard ind 
A I 
e5 $4 i 
e Ideal ter pport 1 ri ig poles 
It's th noder t It practi 1H 
Kant-Sag Bi asier, faster to 
install, lend t uty to the appearan 
and add | surably to the support 
of loaded clothes poles. Kant-Sag n't 
sag! 


KANT-SAG 


Joist Supports 
| N EW Greatest advonce- 


ment in structural 
supports in the past 50 
yeors 
e One size dees the job on 
6", 8”, 10" end 12" joists 
o Avoiloble in both single 
and double widths 
o Pay for themselves many 
times overiniebersevings 


e Support 4-ton load at 
point of contact 


@ Perfect fit without 
notching or shimming 


è Drilled both ways for 
nails or bolts 


€ Serve as Tie-in plus 
support of structure 


U 
SP, 


WRITE FOR COMPLETE INFORMATION 


UNITED STEEL PRODUCTS CO. 


104 W. 66th St. * Minneapolis 20, Minn 
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CONVENTION CALENDAR... 1956 


man Parad to be held each v C ke 


en 1 Sept 
e Hom B lers of Gr 
Orl ( ondelet 
Ork l \pproxin ) 
M 1. Ear } 
@ Home Buil fM 
I I 1 B ) À 
I Fifth R If 4 
1 B " i ha 
e Hi i f K 
9 S. B St K 
M wm [ 
( E. Walt 
. H B i T ol Jac P ) 
Box Jac! M p 
B Ht (5 ( 
n 
e O Build * 
0 Y N Or N » 
Dx at 
e 0 City H B 
^ Biltn« Hote! () 
Cit Oki l d " 
n M ; 
M Kent Dri W 
R I K Ever D ( 
S. E S | R ( 
1 1 
e Hor Build of Knox 
4 » 1 Ave K 
lenn. Twi or € $ 
WN 1 Wt WM 
10.00 P W " Urt 
e Hon Builder f Mem 
140 (0 i Avi M 
l'ei Approximately ) 
non | E urt l 
n l n disp | / 
Jemi nan 
€ Abilene Home Build P ) 
Bi A bileni I B 
Steal t " n 
e Hon Build D 
ount 4 N. St. Pa D 
I Foi t Bruton Te i 
om 1 he $14.000-$158.000 
ng Gl Oa ^ 000-540 
Merriman Park, homes [ 
000-$27,000 range, and Sj 
in Estat $25.000-828,000 
ng In Richardson on nit in 
51 000-82? 000 clas I 
Le ! hairman 
€ Lubbock Home Build )R-A 


4th St., Lubbock, Tex. Parad 
61st St. & Boston Ave. Jay ( 
hairmat 


€ Home Builders of Rich d 
122 West Clav St.. Richmond, \ 
Pa de dential area yf 
H. Dick Rathbun, chairmar 
i nued on pe 6t 
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MIDWEST'S LARGEST 
HOME BUILDER REPORTS: 


“LEAKY BASEMENT 
PROBLEM SOLVED!” 


Details of outstanding 
Features of Rocform 
Systems 


STRENGTH 
| for heavy duty 

| GRAIN 

for finish beauty — 


you get them both with 


LARCH 


one of the dependable woods 


Nationally-known Edward 
Rose & Sons reduced leaking 
basements 90% by switching 
from block construction to 
poured concrete walls formed 
by Rocform Systems. 


Round corner form 


IRVING ROSE, President of eliminates filler strips from the Western Pine mills 
Edward Rose & Sons gives this — — 
detailed report on how his basement corners 


firm benefits by using Rocform 
Systems. 


"Before we started using Rocform Sys- 
tems, leaking basements were one of 
our most frequent and costly headaches 
Today, this problem has virtually been 
eliminated—thanks to Rocform Systems 
and poured concrete basement walls.” 


Patented wall align 
ers automatically give 
wall ef uniform de 


MOST ECONOMICAL OF ALL sired thickness end 
line up tops of panels 
FORMING METHODS 


LI 
CIRCUIT 
— IUIS 


“We have found Rocform Systems to be 
the most economical of cll forming 
methods," continued Rose. All hard- 
wore is fully guaranteed and lasts indef- 
initely. This makes if possible to amortize 
the forms over as many yeors as they ^ è 1100 
are used which reduces the cost per job s ' —— 
for the forms te o very low figure. The . 
fact that Rocform Systems have no snap Topered steel te rods with 
r : : a special pins hold forms rigidiy 
ties is another cost reducing factor. This in piace. Can be re-used con- 
feature also makes possible a neat tinuously 
eppearing, smooth, flush woll surface 

that is impossible to obtain when snap 
ties are employed to hold outside and 
inside forms together.” 


| Larch is a strong, beautiful wood that 


can be used ideally for either structural 


purposes or for many types of interior 


irchitectural woodwork. 


It comes in 3 select, 5 common, 3 


structural, 4 dimensional grades, and 


can be ordered in straight or mixed car 
lots along with other woods from the 
Western Pine mills. 


NOW'S THE TIME FOR YOU 
TO CUT COSTS BY SWITCHING 
TO ROCFORM SYSTEMS, TOO 


Get the facts on LARCH. Write 
for the rree illustrated booklet 
to Western PINE ASSOCIATION, 


ROCFORM metal 


lers - "^ " ? i V 
in 1948, 95% of Detroit builders used „„ Yeon Bldg., Portland 4, Oregon. 
block construction for basement wells. forms. Sections lock 


together with pet- 
ented clamps. 


Rocform Systems completely reversed 
this picture. Today 96% of all Detroit 
builders use poured concrete basement 
walls! This is undeniable proof thet Roc- 
form Systems is a tested, proved method 
that will enable you te produce better 
homes ond reduce costly call-bocks to 
repair leaky basements. Write, wire or 
phone us todey and get all the facts on 
this better way to build. 


The Western Pines 


and these woods from 
the Western Pine mills 


WHITE FIR 

INCENSE CEDAR 

RED CEDAR - DOUGLAS FIR 
ENGELMANN SPRUCE 
LODGEPOLE PINE - LARCH 


idaho White Pine 


Ponderosa Pine 


| Sugar Pine 


Adjustable outside corner 


clamps allow for e 3-inch 
variable without neces- 
sity of corner fillers. 
Sum, CORPORATION 15160 
Dept. AB-2 * 


WORLD'S LEADING PRODUCER OF CONCRETE FORMS 


| ave manulactared to kigh standards of seasoning, grading, measurement 


TODAY'S WESTERN PINE TREE FARMING 
GUARANTEES LUMBER TOMORROW 
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Another great NEW cartridge- 


powered industrial tool by 


Remington 


266 


REMINGTON An MITE 


STUD DRIVER sets a stud a 
minute in steel or concrete! 


e 
Uu 
i 
i 
U 
E 
L| 
4 
[| 


ING... 


New Remington 


Here's the “MIGHTY MITE” —small but 
powerful partner of the full-size Remington 
Stud Driver—the answer to any job re 
quiring a li diameter stud. It's the perfect 
tool for builders, light contractors and the 


do-it-yourself” market an b« 
rented or purchased. You can buy it 
for only $34.7 
The “MIGHTY MITE” has only 


three parts to handle easy to load 
and operate. ‘The upper assembly i: 
unscrewed, the caliber cartridge 


with the desired !4'' stud is inserted 
and it's ready to go. One rap of the 
hammer on the firing pin, and 
"MIGHTY MITE" rigidly anchors 
wood sections or steel fixtures to 
concrete or steel No pre drilling 
re quire d 

Safe, too. It's non-tilt —cannot be 
fired at an angle; cocks only when 
held in the proper firing position 
must be pushed firmly into position to 
expose the firing pin. A four-inch 
square guard provides full protection 
to the operator 

Send for the facts about the 
REMINGTON “MIGHTY MITE 

mall, powerful and ideal for your 
construction jol at the lowest pos 
sible price 


- 
^a Division Dept A M-9 1 

4 Con I: ! 

2, C ! 

ie vour free booklet which i 

can speed the job and save with 1 

ton "Mighty Mite" Stud Driver ‘ 

i 

Position ' 

[| 

— [| 

[] 

“a T — - 

= — [| 

-— e —— ———— o m 2 4 — 


(Continued from page 264) 


Sept. 17: Builders Assn. of Metro 
politan Detroit, 2316 Dime Bids 
Detroit, Mich. Meetin Crystal 
Ball Room, Fort Shelby Hotel. Ted 
Pratt will speak on his tour and 
inspectior of Russian Housin 
Irvin H. Yackness, chairman 
Sept. 25: Home Builders of Rhode 
Island, 433 Westminister St., Prov 
idence 3, R. 1. Trade-in panel and 
discussion. Ross Dagata, chairman 
Sept. 26: Home Builders of Greate 
Cleveland, Manger Hotel, Clev 
land 14, Ohio. General meetir 
conjunction with Produc« ( n 
cil. Hollender Hotel. H. W. H 
ch irm 
Sept. 27-30: Minneapol H 
Build 1750  Hennepi Ave 
Minneapolis, Minn. Midwest Hou 
ing Conference for Wisc., The 
Dakotas, I and parts of Central 
Canada, and Minn Leamington 
Hot Minneapoli W. D. Coil 
man, chairman 
Oct. 3-9: Home Builders of We 
chester, 151 East Post Road, Whit 
Plains, N. Y. Home show, West 
cheste County Center Whit 
Plait George A. Fran xhib 
tio director 
O«t. 19: Tucson Home Builder 
3910 East Speedway, Tucson, Ariz 
Regional Mortgage Clinic; Pionee 
Hotel. Marvin H. Volk, chairmar 
Oct. 28-Nov. 4: N. J. Shore Builder 
Assn., 191 Main St., Manasquar 
N. J. Co-sponsor, Monmouth 
Ocean Lumber Dealers Assn. Hom 
Show; Convention Hall, Asbur 
Park. Jerry Gasque, chairman 
Oct. 30: Home Builders of Mary 
n 7 E. Lexington St., Baltimore 
', Md. Regional Mortgage Clink 
10 V. Va W. Va nd W 
D. C. Lord Baltimore Hotel, B: 
more, 9:30 A.M. to 4:30 P.M 
Nov. 7-11: N. J. Home Builders 
Military Park Hotel, 16 Park Place 
Newark, N. J. Convention; Claridge 


Hotel Atlantic Cit Joh 8 
Wright, manager 

Nov. 10-12: Montgomery Hor 
Builders, 22 S. Perry St., Mont 
gomer Ala. First annual com 
tion-exposition Whitle Hot 


Mo iigomervy 

Nov. 18-20: Ohio Home Builders 
57 East Gay St, Columbus 1 
Ohio Convention Netherland 
Plaza Hotel, Cincinnati. 95 booth 
Clifford M. St. Clair, chairman 
Nov. 23-24: Utah Home Builde: 
345 S. State St., Salt Lake City 
Utah. Convention, Hotel Utah 
South Temple & Main Sts. Arthur 
Christiansen and Earl P. Staten 
co-chairmen 
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Add extra charm 
and extra Sales Appeal 
with window sills of . . . 


Carrara Structural Glass! 


Carrara® Glass Window Sills can add an extra touch 
of beauty and practicality to the homes you are 
building. Carrara Glass has a beautiful, polished 
surface that will not be affected by water, moisture, 
condensation or cleaning compounds. 

(ip 


PITTSBURGH PLATE GLASS COMPANY 


"These new 4-Blade Power Trowels finish con- 

crete smoother than conventional 3-blade types 
They can get on the concrete sooner, and are much 
less tiring to the operator because vibration and 
lateral pull are greatly reduced. 


Blade adjustment, engine throttle and power 
throw-out are conveniently located at the top of 
the handle. Timken Bearings maintain accurate 
alignment in all four sizes—24", 29", 34" and 44 
Separate Floating and Finishing Blades are 
standard equipment 


Send for folder, prices, name of nearest dealer 


MULLER MACHINERY COMPANY, Inc. 


Metuchen 4, N. J. Cable Address MULMIX 
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Get Your share of the 
$8 Billion Remodeling Market 


Contractors are discovering that remodeling 
jobs form an ever-increasing part of their busi- 
ness—and that concrete masonry is a practical 
and economical remodeling material. 

Jobs for which concrete masonry offers 
many advantages are such projects as: 


NEW BASEMENTS... 


Concrete masonry is ideal for 
basement and partition walls 
and enclosures for laundry 
equipment and heating plants. 


Using concrete masonry to 
build an extra room gives 
growing families firesafe and 
comfortable additional space. 


NEW GARAGES... 


Hundreds of thousands of 
post-war houses were built 
without garages. Here's a 
ready-made market for you. 


This seal is the sign of a great 
cooperative campaign by govern- 
ment and industry to stimulate 
the modernizing, remodeling and 
repairing of American homes. 

Tie-in with this campaign. Get 
your share of the remodeling 
jobs that will be started this year. 


PORTLAND CEMENT ASSOCIATION 
33 West Grand Avenue, Chicago, 10 Illinois 


A national organization to improve and extend the uses of portland cement 
and concrete ... through scientific research and engineering field work. 
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Assembly-Line Pouring with 
Symons Wide Panel Forms... 


F&S Construction Company, Phoenix, 
Arizona, is converting 615 acres of farm 
land, northwest of Chicago, into one of 
Chicago’s largest private suburban 
housing projects. 1,350 homes in the 
$15,500 to $17,900 price range are 
planned. 

Symons Wide Panel Forms were used 
on the 265 homes already erected. Seven 
sets were used over 35 times in the 
assembly-line pouring. Also, approxi- 
mately 6,000 square feet of Symons 
Forms in 2’ x 6’ and 2’ x 8’ sizes with 
fillers, were used to construct the sewage 
system for the development. 

Our engineering staff is experienced 
with all types of forming and will furnish 
complete form layout and job cost sheets 
on your form work--at no charge or 
obligation. Our salesmen give advice on 
form erection, pouring and stripping 
methods. 

Symons Forms may be rented with 
purchase option. Symons Clamp & Mfg. 
Co., 4261 Diversey Avenue, Dept. J- 
Chicago 39, Illinois. 


Rudy Gasten is resident manager for F&S and George E 
Steele is general superintendent. 


Cotologs ond Additional Information 
on FORMS Sent on Request 
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KEEPING UP WITH THE LAW: 


Union violence may be 


enjoined by State court 


By JOHN F. McCARTHY 


Attorney-at-law 
A State, acting through its own 
labor relations board and its 


own courts, may enjoin violent 
union conduct which is an unfair 
labor practice under the State's la- 
bor relations act. This follows even 
where the same conduct is an un- 
fair labor practice under the Na- 
tiona! Labor Relations Act or Taft- 
Hartley Law, and enjoinable by the 
National Labor Relations Board 
and the federal courts. This appears 
to be the opinion of the United 
States Supreme Court in its recent 
decision in the case of United 
Automobile, Aircraft and Agricul- 
tural Implement Workers of Ameri- 
Wisconsin Employment Rela- 
and Kohler Co., 76 S 


ca v 
tions Board 
Ct. 794 

After the decision of the United 
States Supreme Court in the case of 
Garner et al. v. Teamsters Union, 
74 S. Ct. 161, many authorities con- 
sidered that the Taft-Hartley Act 
set up an exclusive pattern for the 
regulation of labor relations for 
those segments of industry within 
the Board's jurisdiction. They con- 
cluded that there could be no regu- 
lation for those industries by State 
statutes, even though consistent with 
the Taft-Hartley Act or merely sup- 
plementary to it. (See American 
Builder, May 1954). Most labor 
disputes between building construc- 
tion employers in an area and a 
union will "affect interstate com- 
merce" within the meaning of the 
Taft-Hartley Act and will be subject 
to that Act and the power and 
authority of the National Labor Re- 
lations Board. A brief discussion of 
the Garner case will serve as an 
example. 

Garner was in the trucking busi- 
ness. He had no controversy with 
his employees and never had ob- 
iected to their joining the union 
The union sought to force Garner 
to compel his employees to join, 
and established a picket line at Gar- 
ners loading platform. Drivers of 


other carriers refused to pass the 
picket line, and Garner's bi 
fell off substantially. The conduct 
of the union violated the Labor Re 
lations Act of Pennsylvania, wher 
Garner conducted his business, as 
well as the Taft-Hartley Ac The 
Pennsylvania Court, finding a vio- 
lation of the State statute, issued an 
injunction prohibiting the union's 
picketing. The United States Si 
preme Court reversed the Pennsyl 
vania decision and said that since 
the dispute was within the purview 
of the Taft-Hartley Act, the parti 
might proceed only before the Na- 
tional Labor Relations Board 

[he recent decision under d 
sion, in the case of United Aut 
mobile, Aircraft and Agricult 
Workers of America v. Wiscor 
Employment Relations Board, in 
volved a strike at the Kohler plant 
in that State. The State labor relz- 


INCSS 


tions board found that the union 
engaged in mass picketing, ob 
structed ingress and egress t ind 


from the Kohler plant, coerced em- 
ployees who desired to work and 
threatened them and their familic 
with physical injuries. The Stat 
court enjoined the union conduct 

Ihe union contended that its 
conduct, if proved, was an unf:ir 
labor practice under the Tatt-Hart- 
ley Act. It insisted, relying on the 
decision in the Garner case, that its 
conduct could be reached, not un- 
der a State statute and by a State 
board, but only under the Taft 
Hartley Act by the National Labor 
Relations Board. The United States 
Supreme Court disagreed with that 
contention. It pointed out that acts 
of violence were peculiarly within 
the powers of the states and might 
be reached by the states, either 
through their general criminal 
statutes or through their labor rela- 
tions acts. The Court said that thi: 
followed even though the particular 
acts of misconduct were also un- 
fair labor practices under the Taft- 
Hartley Act and subject to the 
jurisdiction of the National Labor 
Relations Board. 
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CUT 
SAVES MONEY AND TIME, TOO! EE PERFECT 


| and l'A-BAG MIXERS |, OUTLET HOLES 


in dry wall... 
Universal Transmix@ mine | Everytime with the 
transports, hydraulically dump QUIC SWR, 


cement. Mixe 1 or bag 
cement at 5 to 1 an! ittached 
or removed i mil Barrel 
fr iction-dri ot € tak 

off extension 


Fits all popular makes of tractors 


è Eliminates repairs * Saves time * Always a perfect job / / 


The Quic-kutter guarantees you flawless die-cut outlet holes y 
1 74 
|| 161 * 


on rubber wheel gears or 
chains to we 


gypsum wallboard every time — without damage to the 
ternal structure or the paper facing of the wollboo 
inates patching completely—saves you time ond ) 
Write for Price and Catalog Sheet trouble! Available in 2” x 3”, 2” x 4", and 4” round C = 
UNIVERSAL PULLEYS COMPANY 


S3GNORTH MOSLEY e WICHITA, KANSAS HARTMEISTER MFG., INC. 


— — 2020 W. Barberry Place * Denver 4, Colo. 


CONVENIENCES UNLIMITED 
| in KITCHEN, SHOWER & LAVATORY 


Adds More “Sell” to 
- The Homes You Build! 


Immediate delivery! € No vibration! 
Priced right! € Easy installation! 
Exclusive ''Shavitron'' Shredder keep: 


drains clean and íree . . . ideal for septic SINGLE-HANDLE 


tank use! 
Umbrella Slinger keeps motor dry . .. MIXING FAUCETS 
always! The Proven Faucet with 

WRITE TODAY for detailed information! e DRIP-PROOF SERVICE 


© EFFORTLESS OPERATION " 

© TROUBLEFREE SATISFACTION it's cold 
* STREAMLINED APPEARANCE LEFT 

© NO SCALDING HAZARDS = it's hot 


A PRODUCT OF THE 
LOCKLEY MACHINE COMPANY 


310 GROVE STREET NEW CASTLE. PA 
Write for FREE folder to 
GYRO BRASS MFG. Dept. A Westbury l. I. N. v 


Elen, s" QUICK JOB PAYS BIG! 


3 , BOOST PRODUCTION —E-Z-ON- 


INTERLOCKING 


WEATHERSTRIP 


KATOLIGHT Portable Generators 1 2 i} 
» f | Efficient All-Metal Weatherstrip need not be 

i 

i 

| 


give you quick power... when and + M à x 
where you wont it. . for operat- i3 ^ JE 
ing electric saws, grinders, sanders i 

or paint sprayers. No delays . . 

no nuisance with powerline hook 

ups. Avoiloble on dollies or on 


trailers. A.C. Models from 350 a J prices. Mode of zinc and copper. Nothing to 
Watt through 50 KW ^ ^ — | y ¿' wear or deteriorate. Write for illustrated 


circular and wholesale price list. 
WRITE FOR NEW FOLDER 


à Y | | ROBERT N. & co., INC. 
e. 1 wd 7 eee BALTZ « E —.— 
atolight CORPORATION =m * Also E-2-0N Caulking and Glazing Compounds 


Box 891-95 Mankato, Minnesota 


expensive. E-Z-ON gives complete protection, 
neat appearance, life-time service of LOW 
COST. Easy to install, inside or out, without 
removing sosh. Cuts lobor time. Trial job 
leads to big contracts, odds extra profits to 
insulation, heating and air conditioning jobs 
Buy in sets or ot rock-bottom linear foot 


JOIN THE 


r UID 
SAVINGS À INTERCHANGEABLE! SIMPLY LIFT IT OUT! 


A Grillcraft fireplace can be used for 
both charcoal cooking ond log fires 
Write for free fireplace Easily installed in amusement rooms 


plans and specifications kitchens, porches, breezeways, summer 
PI AN Crank  roises, lowers fire Cottoges, screen houses and in the yard 
- bosket 3” to 30". Controls the 
heat for any meat GRILLCRAFT co. 


Sold by lumber and building Degt. AK-477 E. 7th St 
supply dealers. St. Pas! 1, Minn. 
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CORNER 
FOR. 
QUALITY 


Beautify the l 
room with perfect corners. . . m 


Strong, straight BeadeX corners create the finished = 
quality that attracts buyers... makes your homes more 
readily salable. Since BeadeX is attached to the 
plaster board itself rather than being nailed to 
framing members, the shrinkage of studs never affect 
the beautiful appearance of BeadeX corners 

No cracks...no bends... no bulges. 


Builders prefer BeadeX ... 


BeadeX provides built-in beauty on any drywall job, 
and, in addition, gives strength that lasts. Use 
BeadeX on your next house and see for yourself 


SEE YOUR BEADEX DEALER OR WRITE 


EEADEX sates, inc. 


4615 EIGHTH AVENUE N.W., SEATTLE 7, WASHINGTON 
659 BAYVIEW AVENUE, TORONTO, ONTARIO, CANADA 


270 


ADJUSTABLE door jamb and trim is redwood 
Here, workman is placing the head but does r 
it in plac He id 1 screwed in plac J la I 


PLUMB AND SET hinge side. Use shims under 
hinges. Plumb and set opposite side. Appl 


here too scessary. Pull head down and 


How to install an 


ry he series of photographs above shows you how 
| to install an adjustable door jamb. The draw 
ing at the right shows vou how the one-piece jamb 
and trim is cut and installed to fit around wall stud: 
and drywall. The door jambs are not nailed into 
place but are screwed into the studs through chro 
mium washers. Secret of the adjustable jamb is à 
piece of spring steel bent into an arc and nailed to 
the inside strip of the one-piece jamb and trim. Two 
or three springs are attached to each side door jamb 
and two to the top door jamb. If sticking doors de 
velop. all that needs to be done is to release pres- 
sure on the jambs or increase the pressure by adjust- 
ing the screws in the spots that bind the door 

The adjustable door jamb was invented by Burton 
W. Duenke of the Burton W. Duenke Building 
Company for his subdivisions. The one in Harwood 
Hills, St. Louis County, Mo. is discussed at greater 
length in the September Blueprint House on pages 
93 to 96 of this issue. 
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CUT SIDE DOOR jambs, 


| 
x 
LI 
d 
2 wh 


Not 


and trim. Mitered joints 


e side jambs and head meet are not nailed 


pring steel in the shape of ar 


4 WHEN DOOR is hung and jambs and head are in 
place alignment, 
If door sticks later adjustment can be made 


adjust jambs and head to prope 


adjustable door jamb 


me 
- — 43/4" -l 2 
1 r 1 
—²ꝛmQ D —: f - 
nid yeh 
| — os t 
| 4 7 * M 
| i" I| x1 FVe| f * 164 
| 4 iL) S9 2 
— 42/32 =f 
| - $2 - 
"-— LL 
LV Ly 
| | 
| D 
|. B | | 
22 it — à L 


*. | 
LES " za 


DOOR FRAME ELEVATION 


DRAWINGS SHOW physical construction of the Duenke 
adjustable door jamb and trim. Note that it is made of a 
single piece of redwood. Rough opening of door is 
2'6"x6'97&" for slab; 6'10%” for hardwood floors. 
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‘LOOK TO 
THE 
CORNER 
FOR 
QUALITY 


. 


Reg. U. S. Pat Office 


Strengthen the 
jambs for lasting beauty .. . 


Only JambeX is engineered to provide a lasting 
bulwark for corners against the hundreds of shocks of 
slamming doors and windows. JambeX is 
permanently attached to the drywall itself... is not 
nailed to studs! It is inserted into a sawed kerf in 

the jamb stock where any shrinkage in the framing 
members is automatically absorbed without 

marring the beauty of the original corner. 


Builders prefer JambeX k 


The long life and unblemished beauty of JambeX is a 
measurable quality required by thousands of 

builders in North America. Try it and 

you'll see why JambeX is preferred. 


SEE YOUR JAMBEX DEALER OR WRITE 


BEADEX sates, inc. 


4615 EIGHTH AVENUE N.W., SEATTLE 7, WASHINGTON 
659 BAYVIEW AVENUE, TORONTO, ONTARIO, CANADA 
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Manufacturers news Wesley Wise, former managing 
B editor of Building Supply News 
has formed: vice company to 

se of Styrofoam as i ul n specializ merchandising con 
node [ istructe¢ sulation f uilding product man 
uf actur n store planning for 
buildir deal Leo 
Black | etire i production 

manag / € € ompan) 

Conditionin 

ved ma 
Minne ipolis 
Operation of 


^ tr * 3 
der ent M 


SUR, Barcol 


iJ OVERdoors 


now feature weatherproof 
flush sections with house-wall 
insulation value! 


s WEATHER-KING 
Buaranteed not to split, 
or weother 


designed 


honeycomb «on- 
on treated to withstand 
and decay. Improved 

Redwood edging members witeiive te volgi 

withstand most severe weather- 
ing conditions. Moistureprbof a : al insulation volue 
bonding throughout, guorbn- - B standard 5-inch frame 
teed not to separate becapse $ Ouse wall U factor .257). Un- 
tic conditions. equaled by ony other door! 


against weather and with the insulating properties of a 

vith Barcol cam action sn ng to improve year 

— -anni 

verminproof, and fire-resistant, WEATHER-KING flush 

ind builder from practically ll limitations on use of 

sidential, commercial, and industrial jobs. Yet the price 

t hollow-core di Shadow box window inserts and 

is with any flush door. Call y Barber-Colman distrib- 

Doors" in phone book) or write 


Barber-Colman Company 


X. Q49. Rockford, 1 Oi 
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Caterpillar 1ractor 
be in ed ti 
Mort 111 
After twenty-se 
ciation with the Crane Russell 
G. Creviston, director of public rela- 
tions has retired. . . Walton 3. Smith 
retired * vice-pre ident i 
charge of manufacturing of Metal 
& Thermit € orp after thir ven 
with the compan Mason 
M. Roberts, General Moti 
president and head of its I daire 
vision has retired and h en 


cceeded by Herman F. Lehman, 


Lehman Berzelius 


... Cart E. Berzelius has bees 
vice president of the newl 
Bestwall-Certain-teed Sal 
ration which is to handl 
the products WM Bestw 
C« nd Certain-teed 
Co f n t xecut 
tio ve been annoi 
Speedw Manufacturir 
S10 Thor Pow 
George R. Winkley, forr 
U« control manager i 
u Id assistan P 
d William E. Sopusek, fÍ 
ffice manage hi ter 
med secretary 
Martin V. Wolf has bec 
T C f contract sales f uit 
ment divisio } [ ippar 
Co Daniel Kalter h: 
Matic Tile ( rp (X An 
lirector f adve 
American Biltrite Rubber 
named Lester Bernfeld as 
trict manager in the Chicago area 
James C. Tobin was appointed 
central division construct 
ager of Powers Regulato 
Harold E. Rossiter is man 
new district sales offic 
Steel products in Atlant James 
C. McGill is new manager of dis- 
tributor sales for McGill Manufac 
uring Co., Inc . Techbuilt, Inc 
has appointed George Bielefelt ma 
ager of its development depart 
men Harold F. Martin has been 
promoted to product manager. 
woodworking tools, of the Rock- 
well Manufacturing Co. He is suc 
seeded as San Diego district sale: 


(Continued on p. 274) 
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Americ: AN | SUPER 8 SANDER 


serves the leading floormen 
of the nation... 


You can sand any floor, wood or composition, with 
stepped up speed and profit when you put an Ameri- 
can Super 8 on the job! This high production sander 
tops them all with years-ahead features and per- 
formance. Cuts twice as fast as Standard machines 
. . keeps your work on schedule with no unneces- 
sary downtime . . lowest maintenance costs 
longest service. No wonder it's the No. 1 Floor 
Sander everywhere . . . preferred by leading floormen 
of the nation! 


* LMERICAN | | 


on of the Ameri- — armen MACHINE CO. 
Super 8 on your 
next job. — d 


511 So. St. Cloir St., Toledo 3, Oh 


Performance Proved Professional Machines Contractor Use + World-Wide Sales and Service 


HOW TO PROTECT 


rut HOMES YOU BUILD — GALVANIZED METAL 
FOR LIFE . -- ín BUILDING CORNERS 


against the 


DESTRUCTIVE DANGERS ~ » v 
of CONDENSATION i . | cially for the job whether the conctrucilon 


is of wood or of hardboord siding. 


Made of 28 gauge zinc coated steel, Kees 
construction : : 
corners make possible that “mitered look 
without the slow, expensive work of cutting 
In just a few minutes, at and fitting the ends of the siding. Metal 

LÀ 

negligible cost, you con instoll - | corner is unnoticed after building is painted 
Midget Louvers on soffits, gable. L : 
ends, dormers, eaves or you , lower flanges overlap and make tight 
face the menace of moisture. — Two corners joints. Joints can't pull part, and moisture 
These inexpensive all-cluminum 


typi y weodi can’t rot the corner because it is completely 
ventilating units are your fastest, — ts 


1 and easy construction covered 
cheapest, surest permanent protection. te install 


They will prevent the accumulation of 
rot... maintain the efficiency of insula- patterns of drop siding, in addition to sizes 
tion. Made in 7 sizes (1" to 6") and 2 L made especially for hardboard. 

styles (with and without rain deflectors | 


— bofh with insect screens). 
— ter ted bd x ORDER FROM YOUR JOBBER 


wA Howse Thot Breathes is a Better Howse” | Write P.O. Box 599 for Free Catalog 
The aluminum louver is the original louver. | 
Don't accept "second best substitutes! 


MIDGET LOUVER CO. ».| MF. D. KEES MFG. CO. 


6 WALL STREET * NORWALK, CONN. “BEATRICE NEBRASKA 


Sizes and patterns available for all widths 


"Since 1874" 
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Low-Cost Blade Makes Your Light 
Tractor an Efficient Earth Mover! 


A Heavy-Duty Tool for 

Landscaping, Grading, 
Ditching, Scraping, 
Backfilling 


One mon con operate the DANUSER BLADE 
by himself and make adjustments without leav 
ing the troctor seat. Blade uses the tractor 
three-p int suspension principle, with adapter 
kits available for older model 
lowered by the tractor’s hydraulic system, and 
turns all the way around can push 
with it. 

Rugged construction throughout. Built of 
reinforced welded structural steel and heavy 
tubular members. Abrasion-r it moldboord 


aised and 


WM you will give us the model of your 
tractor, we will be glad to furnish 
«omplete descriptive material. 


with —— standard grader cutting edge 
Moldboard mounting is supported on two over 
size tapered bearings to maintain stability. It 
shifts 8 inches right 
ting beyond tractor wheel line 


or left of center for cut 


Danuser built the original rear-mounted 
blade, and is still producing the finest tool of 
its kind on the market. Thousands are in daily 
use throughout the world. Tested and approved 
by tractor manufacturers. 


"Quality Since 1910” 


DANUSER MACHINE co. 


534.44 East Jrd Street - 


Fulton, Missouri 


Old Style 
Hardening 


New Deep 
Hardening 


the all New DEEP HARDENED 
BEVEL SHARPENED HARD-TIP SAW BLADE 


the HARD-TIP saw blade that can be RE-SHARPENED in minutes . 


and saves you 50% to 60 on sawing costs. Stays sharp 5 to 7 times longer 


than conventional blade 


DEEP HARDENING now gives you many of the quali 


ties of an expensive carbide tipped saw. We also manufacture a complete line 
of conventional, carbide and special saws. Write for new catalogue #22 


~ 


C—combination saw 


M—cross cut and mitre 


P—planer 


HEINEMANN SAW CORPORATION 


CANTON, OHIO, U.S.A 


MANUFACTURER'S NEWS . 
(Continued from page 72) 


manager of the company's Delta 
Power Tool Division by J. A. Ca- 
passo Robert L. Gibbs has been 
promoted to general sales manager 


of Mueller Brass Co 


* - oo! 
25 


- 


Martin Bielefelt 


J. E. Williams was appointed vice 
president and general manager of 
western brass mills division of Olin 
Mathieson Chemical Corp 
Horold J. LeBeck was named assistant 
to the manager of the industrial 
plastics and bearings division (for 
merly Ryertex-Glyco divisi 
Joseph T. Ryerson & Son, In 
Three appointments to American 
Cyanamid Company's new engi 
neering and construction division 
have been announced by Kenneth C 
Towe, president. T. P. Forbath is 
assistant general manager; Dr. J. F 
Bourland is technical director; and 
G. J. Forney is manager of opera 
tions. . . Renne G. Rankin has been 
named field sales manager of 
Blend-Air heating and air condi 
tioning division of Coleman Co 
Inc. He succeeds Hascal Simmons 
who was appointed manager of 
Coleman's branch sales office in 
Kansas City. . . Marshall N. Water- 
mon has been elected president of 
Illuminating Engineering Society 


Tops 
in readership 
by 

| BUILDERS 


AMERICAN 
BUILDER 
DIRECTORY 
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At last! 


a strong, quick, 
safe way to 
install and 
anchor posts 
to concrete! 


ANCOR- 
EEZ 


saves you V4 fhe 
time and trouble 
on porch, carport 


and patio posts! 
Protects wood from 


fungi (damp rot) 
s, flood 


Western builders have 


discovered the solu- Bi 


tion to post erection 
and anchoring prob- 
lems!...it’s ANCOR- 


EEZ! Posts go up in 


less than HV the time 
... last forever“ 

thanks to Ancor-Eez’s 
better protection 

features... You save 


much more than the § 


cost in labor alone! 


Recommended by the M 


West's largest build- 
ers, developers, arch- 
itects, engineers, etc. 
Ask for it at your Building Supply 
or lumber Yards 


Some sales territories still available 
te qualified agents... Dealer inquiries 


invited . . . write ar wire Dept. A-9 
wind-storm 


earthquake, etc! 


i ine 


— — c ta 


- 


So simple... Now 


a child can install 


any post properly! 


. . the quality and choice 
that assures big profits 


FOR AUTHORIZED 


Franklin Thrift Homes Dealers 


Two, Three, Four and Five Bedroom Homes 


Now, Franklin Thrift Dealer Franchises meon bigger profits than ever. Com- 
bining their nationwide reputation for quolity ond integrity with an increased 
line of 67 solidly built, beautiful, contemporary homes—fronklin is helping 
many dealers tounprecedented success. Franklin Thrift Franchises meon à 
permanent, profiteble future by giving the dealer virtual control of oll hous- 
ing soles—from, modest sized homes to palatial ranch and split-level types— 
in his own profected area. 

Assure yourself of a profitable, prestige building future. Sell Franklin Thrift 
Homes os o complete, pre-cut package—delivered direct to your customer's 
building site—unconditionally guaranteed from factory to purchaser with free 
life insurance 


Write for dealer information. Send 75¢ fer catalogue of 67 homes 
in color. Ask about extra profits ‘Mobile Homes Trade-in Plon." 


FRANKLIN THRIFT HOMES, Inc. 
Dept. AB, Box 631, State College, Penna. 
AMERICA'S FINEST PACKAGED HOMES 
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REQUIRES NO CHIPPING— 
NO ROUGHENING—NO PRIMING— 
NO CURING — 


€ The only concrete-color material that can be applied thin os 
1/16” or more than 1” thick, as needed 
Rough, Pitted, Trowel-Marked, Uneven or Broken Concrete 
and Masonry can be made smooth with a thin coat of 
LATEX CONCRETE TOPPING—INDOORS OR OUT—the an- 
swer to those “frozen” or "'rain-pitted" concrete surfaces! 

€ 52-lb. drum includes 40 Ibs. of powder mix, 1 gallon Latex 
liquid. Covers 100 sq. feet, 1/16" thick 
if your dealer cannot supply you, one 
unit delivered to you for $10.50, 2 
units $18.00. 


“ey 


1 = 


OVER 21 YEARS OF CONTINUOUS SERVICE 


The CAMP COMPANY, Inc. 


6958 South State Street, Dept. AB-96 
Chicago 21, Illinois 


for the 


final touch 


in the 
finer 
homes 
you 
build 
SPECIFY 
She eves 


Thermo-Kite 


FIREPLACE ENCLOSURE with 
HEAT TEMPERED GLASS DOORS 


© Blends with traditional or contemporary decor. Adds fire- 
side charm and beauty. 


€ Radiates your fireplace heat like a common light bulb, but 
on a much larger scale. (Burns wood, coal or gas.) 


€ No sparks. No smoke 
€ No floor drafts 
€ Perfect sofety 


€ Complete control of fire 
€ Cleanliness 
€ Lowers fuel bills 


THERMO-RITE MFG. CO., Dept. AB-956 Akron 9, Ohio 
CANADIAN PLANT - 134 HARTZEL ST., ST. CATHARINES, ONT. 
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LOUVERED SKYLIGHT FOR A CHAPEL 


1/2" ROUND 


D-142: 


SHEET LEAD 


2-/2"« 4"x 3/8" 21/2" (x 4" " EXT B 
Sean, PLATE WITH 3/4" EXT. GRADE PLYWO 


2- M4" b + HOLES 3./2" x 3-1/2" x 1/4" CLIP ANGLE 


3'x i2" RIDGE MEMBER — 4// N 3/4" BOLTS 


1 2-34" « 4" LAGS 
1/4” STEEL PLATE 


3/4" x 1.144" 
BLOCK 


HOLES FOR 
3/4" BOLTS (7/8) 


NOTCHED 
2"x B8" 
LOUVERS 


PLASTIC SHEETS 
3/4" CRIMP 
8" O.C. 


3/8" Ò x 42" 
LAG, 3-8" Oc 


3"x 51/2" SPLINED 


RIDGE FRAMING 2"x6" | DF T&G 
SHEETING 


\ 


— wee | 


RIOGE CONNECTOR 


o 
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chapel 


* Presbyterian chapel in 
Pacific Palisades, Calif., has a 


| lw oo nd one interior slab 
f ant cedar shak oof 
ovi oof deck. The design is 
s ir te ther churches in th 
ar but ma lramatic use of 
ni ight at the roof ridge. Also 
ju ihe x 12 beam: 

triangulated liminate all brac 
ing. The effec that of a modern 
Goth cathedral 

Ihe church has a seating capa 
itv of 2 It is built for $37.000 
exclusive seats, plantings and 
architect's f 

} R t 0 


—— | 


«i—— RIDGE BEAM 


FASTER 


WITH 


HANSEN 
SAVES — 


TIME —Tacks insulation 
— screens — cornerite 
—metal  lath—building 
paper—and other tock 
ing ond fastening jobs 


STEPS —No backtrack- 
for staples. Tocker is 
self-contained, ready for 
instant and continual 
use Hansen Vest-Kit 
provides staples os neor 
as the vest pocket 


MATERIALS — No 
morred or torn mate 
rials. Hansen drives 
staples with precision 
accuracy and speed 
Compound leverage pro 
vides trip-hommer 
blows——fost as you 
grip. 


REQUEST 
BOOKLET 


** | A.L.HANSEN MFG. C0. 


aV RIOGE PLATE 5029 RAVENSWOOD AVE: CHICAGO 40 ILLINOIS 
gu STEEL PLATE 
h B 6"x I2" BEAMS 
\ Field tests prove 
} . 
A | Champion JADE BLADES 


| | | Dericks 
N | Hoists 


v i k | — 
\ Winches 
\ 
N Over 50 years serving 
| contractors ... easily | 


e AR. — rigged on the job... 


conservatively rated 
BEAMS SPRING from concret 


Bore for safety . . . simple 


base as shown. Ridge plate c« 
nectors are lag-screwed to beam in design . . . low-cost 
maintenance. 
See your dealer... or 
Designed by: | write for latest catalog. 


Barienbrock & Murray, A. I. A. 
Builder: Robert L. Reeves 


Santa Monica, Calif, 


3103 W. GRAND AVE., CHICAGO 22, ILLINOIS 
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$ i 
, DERRICK COMPANY 


| Provide Lowest Cost per 


| Cut Among Abrasive 
| Blades 


| 
| 


Test them yourself. You name the time 

the place and the competition. Champion 
guarantees Jade blades to outperform all 

| blades in their class. They fit all masonr 
aws. Diameters 6 to 18 inches 


Use this coupon fo send for more information. 


| ! Champion Manufacturing Company | 
| 2028 Washington Avenue 

| | St. Louis 3, Missouri | 
| Pies send me more inforn 1 about Jade | 
1 | 

Em | 
| | 
-- | 
| | 
„ | 

a 1. 
———————————— — 


KARYALL COMPARTMENTS 


PROTECT YOUR TOOLS FROM DAMAGE OR THEFT 
ON-THE-JOB OR IN YOUR PICK-UP TRUCK 


GIANT SIZE 
STORAGE BOX 


made especially for builders 

end contractors who keep 

tools on the job for days or 

weeks. Theft-proof, water- 

proof for all around sofety 

Made of heavy guage steel 

with reinforced handles and sturdy padlock hinge. Size 2 ft. x 
2 fi. x 5 f. Net weight 180 ibs., prime painted. Price $75.00 
F.O.8. Cleveland. 


SIDE COMPARTMENTS 
FOR PICK-UP TRUCKS 


Heavy gauge steel, roomy 
divided sections, slam-ac- 
tion locking door handles 
Fast easy installation. 
Made in 78", 88", 96" 
lengths. Model H-78 
shipped prime painted, 
«rated, F.O.B. Cleveland, 
Ohio (including Federal ex- 
cise tax) only $124.20 per 
pair. 


Write to DEPT. G for details 


822! CLINTON ROAD CLEVELAND 9, OHIO 


Only BESSLER has 
the BIG MODELS 


to meet your specific needs! 


AS LOW AS 


3 


Generous 
Trade 
Discounts! 
Write for 


Free Catalog 
and Wall 


FREE CATALOG i 
- Q Chart 
WALL CHART i 


BESSLER DISAPPEARING STAIRWAY CO. 
1900-A East Market $t., Akron, Ohio 


ee 2282828226282 822 82828 2 2 2 2 2 Zoo. eee 
Besslor Disappearing Stairway Co., 1900-A East Market St., Akron 5, Ohio 
D Please send free Catalog, Wall Chart, Prices and Discounts 
eeeeeeove „ „ %%% %%% %% %%ꝗ% %%% 0% 


—ꝶ＋2V2 %%% „0 


City ..ccccccceveccovecccsosecccs 4 %hĩ „„ SAIG eee 
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CONTINUED FROM P. 96 


ESTIMATING GUIDE 


House Frame Ronch 
Area Living 1720 sq. # 


Cube 14,620 cu. ft. 
Utility or Storage Area 194 sq. ft. 


CONCRETE WORK 


Location Actuol* 
Foundation Woll 4'0” 354 cu 
Concrete Pads 18) 37 cu 
Chimney footing 69 cu 
Grade Beam 17 cw 
Slabs 2196 sq. ft. (4") 732 cw 
Planter 15 «v 
Porch Slab (4") 42 cu 


1266 cu. ft. or 1329 cu. ft. or 50 cu. yds. 
*Add 5% for waste 


DRYWALL 


Location Description Amount 
Ceiling Drywall approx. 3400 vq. ft 
Wolls Drywall approx. 4600 sq. ft 


CONCRETE ACCESSORIES 


Location Description Amount 

Chimney Foot Vy Reinforcing Bors 56 Lin. ft 
Slab Mesh 6 x 6 10/10 2196 Sq. t 
Foundation Wall Reinforcing Rods '/; Rods 240 Lin. ft 
Foundation Wall Rigid Insulotion 18 240 Lin. ft 
Anchor Bolts 12" Long 30 Pieces 
Termite Shield Golv. tron 240 Lin. ff 


BRICKWORK & MASONRY 


location Description Amount 
Planter Brick 6” 50 sq 
Veneer Brick 4 228 80 
Chimney Brick 200 cu 
Inside Woll Brick 4 120 sq. 
Flue Lining 15" Dio. T.C. 16 Lin. f 
Five Lining 8" Dio. T.C 16 Lin. % 
Flue Lining 4" Dio. Y.C 16 Lin. ft 


FRAMING LUMBER 


location Size Pieces Lin. Ft 
Sil 2x4 — 200 
Top Header (2) 228 390 
Ridge Boord a 2x12 48 
Ridge Boord (2 2x14 — 56 
Girder Family Room 12) 2114 

Gorage Girder (2 2x12 

Plates 2x4 

Studs 2x4 300/8 

Rofters 2x6 102/16 

Rafters Right 2x6 37/20 

Rafters 2x6 30/8 

Bathroom Studs 2x6 18/8 

Bathroom Plates (3) 2x6 — 

Posts 4x4 6/8 
Contilever Beam (2) 2x12 4/12 

Studs 2x4 200/12 


SHEATHING AND MISCELLANEOUS 


Location Description Actuci* 
Finish Floor Asphalt Tile 1720 sq. ft 
Side Wall Sheathing Tronsite Board 2050 sa. ft 
Siding (Bortens) Wood 112 2500 Lin. ft 
Roof Sheathing * Plywood 3480 sq. ft 
Roofing 215% Shingle 3480 sq. N 
Insulation Ceiling 3” Blonket 3400 sq. ^t 
Insulation Wolls 2" Blanket 1640 sq. ft 
Leaders 3 x 4 Galvanized 70 Lin. ft 
Gutters 5” O.G. Metal 160 Lin. ft 
Siding V-Joint Red Woed 60 sq. ft. 
* Add 10% for waste 


MILLWORK 


Ext. Trim 
Location Description Amount 
Fascia 1 x 8 Redwood 260 Lin ft. 
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Frieze Molding 
Soffit 


Int. Trim 
location 
Bose 

Clothes Pole 
Pole Sockets 
Cleats 

Hock Strip 
Shelving 


1 x 2 Pine 
½% Blackwall 


Description 
34" x 2'4' 
T 
Poir 
1x3 
1x4 
! x 12 


Redwood 


Diom 


WINDOW SCHEDULE 


Size or Code 
6'0" x 5'0 

5'0" x 4'0" x 
5'0" x 2'0" x 


Description 

Fix Crystol Sheet 
Triangle Fixed 
Triangle Fixed 


160 Lin. ft 
320 sq. tt. 


Amount 


600 tin. ft. 


30 Lin. ft 
6 Poir 


30 Lin. ft. 
54 Un. ft. 
40 Lin. ft. 


"TAKES ME 
10 MINUTES" 


5030 
6030 
2'0" x YO" 
6040 
3030 
3430 


Sliding 
Sliding 
Fix 

Sliding 
Sliding 
Sliding 


-— M 9g, 9.9 


Total 28 


All windows are ordered complete with oll trim and casings 


Aprons 1x6 


1x8 


140 Lin. ft, 


$tools 140 Lin. fi. 


DOOR SCHEDULE 


Ext. Doors 
Sire 
LE 
3'0 
2'8 
2'6 
2'6 
lot 
2'8 


Description 
Overheod 3 Lite 
Flush $.C 

Flush $.C 

Flush S.C 
F.9.5.C 


Amount 
1 6'6 

x 6'8 

x 68" 
x 6'8 

x 6'8 

Doors 

x 6'8" x 
2'6" x 6'8" x 
2'4" x 68" 2 1%” 
1'6" x 6/8" x 1%” 
Sliding Doors 

2'6" x 6'8" 


1%” 
1%” 


Flush H.C. 
Flush H.C 
Flush M. C. 
Flush H. 


Toto! 27 


All doors, door frames, saddles, trim, ond casing are to be 
ordered from the door schedule 


Material breakdown prepared by Joseph Steinberg, head, 
end Martin Stempel, 
Technology Dept., 


senior — instructor Construction 


New York City Community College. 


FOR MORE ON BLUEPRINT HOUSE, 
SEE PAGES 270-271 


|, ..."better than any transit! N 


When it comes to accuracy, the Levelall is better 
than any transit, writes Mr. Richard S. Otto, 
LEVELALL is a 75' transparent plastic tube with shut- 
off valves, mounting brac kets and filled with a special 
anti-freeze liquid . 
only $12.95. With it, 
men and a transit, 


me 


Send today for your FREE copy of “On the Level,” a 
booklet that tells and shows how to use the Levelall. 


12 ———— 2 - 


f MEN on hag oe $t., Rockland, Mass, 


SE $e "n the Le ’ Deluxe LE 
Ke ar D at 39.95 


hip D. 


Zone EN 


SEPTEMBER 1956 


| 
| 
| 
! 


[ 
| 


i 


Yes Sir — just 10 minutes or less that’s how 
little time it takes me to assemble and set a 
Bilco Door ready for pouring the concrete. 
And it's my best selling feature! 

Cost? None at all. | save money by cutting 
down man hours during construction with 
that direct opening to the basement. 


A must for 
rumpus room 
or work shop. 
For satisfied 
customers and 
faster sales 
install et Targ 


AMERICA’S FINEST 


B ffs : MESES TIT 


Sold by Lumber & Building Supply Dealers. 


€9*525206000600000000000000000000000000090009 
2 THE BILCO CO., DEPT. 369-8, NEW HAVEN, CONN. 


Please send me complete information on the 
BILCO DOOR, sizes, prices and dealers’ names 


fbuid D 10-100 U 
NAME 
ADDRESS 


CITY STATE 
9690990090099000900000909090900900009000090099€ 


— 


10 or less 100-500 houses 
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AMERICAN BUILDER 


REMINDERS 


The Month Ahead 


WHEN THE DIP COMES... 


When the political conventions 
and home parades are over, and 
your business may be slacken- 
ing a bit, take time out for a trip 
to the National Housing Center 
in Washington. Get your local 
association to charter a plane, 
train or bus—but schedule your 
trip now because the Center will 
be bustling with visitors at this 
time of year. 


$8.50 A TON 


If you've still got steel work to 
do and are beefin' about those 
prices, consider yourself lucky 
to get steel at any cost. Some 
builders are facing delays on de- 
liveries, or aren't getting any 
steel at all—aside from reinforc- 
ing. One answer, of course, is to 
use less steel and more concrete. 


WOODWORK AT COST? 


Millwork houses and small pre- 
fabers, anxious for business dur- 
ing the coming slack months, are 
likely to offer lower prices and 
better service. Now's the time to 
give them your orders for spe- 
cialty items like cabinets, store 
fixtures, stairs and window 
frames. 


OUR NEXT ISSUE IS PACKED 


A Camden, N. J. ranch house by 
builder Bob Scarborough will be 
our blueprint house for October. 
Also in October we'll show (1) 
why you can't afford to be with- 
out adequate HOUSEPOWER 
(third of a series); (2) why you 
can't afford NOT to build in win- 
ter; and (3) why many ranch 
house builders are turning to 
motels and small apartments. 
You won't want to miss (you 
can't afford to miss!) this issue. 


Coming up—the builder's biggest bustout 


The biggest noise in the home building industry 
during the next few weeks will, of course, be com- 
ing from National Home Week. From the 15th to 
the 23rd of September, builders from Berkeley to 
Bangor will be showing off what they think will be 
the most merchandiseable model thev can dream up 
for next year's market. And as it has over the past 
eight years, the blasts of publicity enticing poten- 
tial buyers to parades and developments will give a 
healthy shot in the arm to the building business 
during what used to be its slack season. 


Now's the time to get with it 


If you're a builder with houses to sell, regardless 
of whether two houses or two thousand houses is 
your production, you simply cannot afford to ignore 
the tremendous selling job National Home Week 
can do for you. The big parades are, of course, the 
most spectacular features of the week, but even if 
you live hundreds of miles from the nearest parade, 
your newspaper and point-of-sale advertising can 
and should play up your participation in National 
Home Week. The bigger the event in vour area the 
more preparation you should do. How about giving 
your models a new coat of paint? Or perhaps there 
is a way of tying in with a local appliance merchant 
and including some appliances as extras for the 
duration of the week. But whatever vou do, do it 
now. National Home Week is just around the corner. 


Don't forget the contest! 


We've said it before and we say it again: start 
putting together your entry for American Builder's 
National Home Week Best Model Home contest. 
Last year's winners found that the American 
Builder Award shield used in their merchandising 
was a real interest and sales booster, and this vear's 
contest promises to be twice as big and exciting. 
But you can't win unless you enter, so get moving. 
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HOMES WILL SELL FASTER WITH FORMICA 


you the widest range of new “color blended” patterns and the 
t lern “postformed” we he lr our distributors 
| int things for you: (1) Carn — stock 
pattern enient, no-waste sizes; (2) Advise and 
ators the know-h f modern postforming and 
vour I | fabricator immediately has avail 
Tart listributor any or all of Formica’s 70 colors pat 
d grains t iving sizes 
rement t be met, we urge you to wire direct ti 
( ] D pt T, Cincinnati, Oh 
is in wall applications and free swatches of Formica's 
0 I ed p tterns rite today to 


CORPORATION subsidiary of 


1514 Spring Grore 


—ͤ ꝓ－ê22]i.:— 
r 
— ET 


32, Ohio 


Ontario 


Avenue, Cincinnati 


Ltd 


rnold Banfiel ( 


Oakville 


Beauly Bonded 


FORMICY 


Lam nated Piasty 


„ Performance 


LCÍ GCNUUNE 


Seeing is believing. If this wash-of identification is not on the surface, it's not FORMICA 


On guard against any kind of rough ı weather 


Ze Storm-Proof Hardware 


This stoutly built hardware will defy the ravages of storms 
bringing rain, snow or sleet. Hanger wheels are in tandem and 
equipped with anti-friction steel-hardened roller-bearings to pro- 
vide a smooth glide for the hanger wheels. Hangers have both 
vertical and lateral adjustment features. 


There is a size and style to fit the requirements for both small and 
large sliding door installations 


The specially designed Storm-Proof Rail that serves 
these hangers has a large protecting hood which 
keeps the rail clear of all ob- 

structions such as snow, ice 

and even birds’ nests. 


The rail joints are dovetailed, 

forming sections into practically a 

one-piece rail. No splice covers are 

necessary. The cover of the rail can 

be removed at any time for paint- 

No. 77 ing the inside of the rail. Rail is fur- 
Flexible nished in 4, 6, 8 and 10 foot lengths. — 


nenn No. 88 Adjustable Storm- Proof Door Hanger 


\ 
MANUFACTURING COMPANY 
TERLING, ILLINOIS 


